Tuesday 
June  30,  1981 


Part  III 

Office  of  the  Federal 
Register 

Incorporations  by  Reference;  Approval  and 
Corrections  in  Titles  24,  and  28  through  41 


Title  24  Chapter  XX — Office  of  Assistant  Secretary  for 

Neighborhoods,  Voluntary  Associations  and 
Consumer  Protection,  Deparbnent  of  Housing  and 
Urban  Development 

Tide  28  Chapter  h- Justice  Department 

ride  29  Chapter  IV — Office  of  Labor-Management  Standards 
Enforcement,  Department  of  Labor 
Chapter  V— Wage  and  Hour  Division,  Department  of 
Labor 

Chapter  XVII— Occupational  Safety  and  Health 
Administration,  Department  of  Labor 

Tide  30  Chapter  I— Mine  Safety  and  Health  Administration. 
DepWtment  of  Labor 

Chapter  VII — Office  of  Surface  Mining  Reclamation 
and  EnforcemenL  Department  of  the  Interior 

Tide  31  Chapter  I — Monetary  Offices,  Department  of  the 
Treasury 

Tide  33  Chapter  I— Coast  Guard,  Department  of 
Transportation 

Chapter  II — Corps  of  Engineers,  Department  of  the 
Army 

Tide  34  Chapter  II — Office  of  Civfl  Rights,  Department  of 
Education 

Tide  38  Chapter  I— Veterans  Administration 

Tide  39  Chapter  I— Postal  Service 

Tide  40  Chapter  I — Environmental  Protection  Agency 

Tide  41  Chapter  50— Public  Contracts,  Department  of  Labor 

Chapter  60— Office  of  Federal  Contract  Compliance 
Programs,  Department  of  Labor 
Chapter  101— General  Services  Administration 
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OFFICE  OF  THE  FEDERAL  REGISTER 
1  CFR  Part  51 

Approval  of  Incorporations  by 
Reference 

agency:  Office  of  the  Federal  Register. 
action:  Approval  of  incorporations  by 
reference. 

summary:  The  Office  of  the  Federal 
Register  publishes  a  document  listing 
materials  that  have  been  approved  by 
the  Director  for  incorporation  by 
reference  into  Titles  24,  and  28  through 
41  of  the  Code  of  Federal  Regulations.  . 
This  document  is  published  to  inform 
the  public  of  materials  that  have  the 
Director's  approval  and  have  the  same 
legal  status  as  if  they  were  published  in 
full  in  the  Federal  Register. 

EFFECTIVE  DATE:  The  Director  approves 
the  following  incorporations  by 
reference  for  one  year  effective  July  1, 
1981,  unless  otherwise  noted. 

FOR  FURTHER  INFORMATION  CONTACT: 
Susan  Schruth,  (202]  523-4534. 
ADDRESSES:  For  specific  addresses 
where  materials  are  available,  see  table. 
Materials  are  also  on  file  at  the  Office  of 
the  Federal  Register,  1100  L  Street  NW., 
Washington,  DC. 

SUPPLEMENTARY  INFORMATION: 

Authority.  Each  agency  that  wishes 
material  incorporated  by  reference  in 
the  CFR  to  remain  effective  must 
annually  submit  to  the  Director  a  list  of 
that  material  and  the  date  of  its  last 
revision  (1  CFR  51.13).  The  materials 
included  on  the  table  below  are 
incorporated  by  reference  in  the  CFR 
under  5  U.S.C.  552(a]  and  1  CFR  Part  51. 
These  procedures  provide  that  material 
approved  for  incorporation  by  reference 
by  the  Director  of  the  Federal  Register 
has  the  same  legal  status  as  if  it  were 
published  in  full  text  in  the  Federal 
Register. 

Availablity.  Before  an  agency  may 
incorporate  by  reference  any  material 
into  the  Code  of  Federal  Regulations,  it 
must  make  the  material  reasonably 
available  to  the  class  of  persons 
affected  by  it.  Agencies  have  listed 
addresses  where  you  can  obtain  each 
item  included  in  the  table.  The  materials 
approved  for  incorporation  by  reference 
are  also  available  for  inspection  and 
copying  at  the  Office  of  the  Federal 
Register,  1100  L  St.,  NW.,  Washington, 
DC,  phone  (202)  523-5240. 

Amendments.  If  the  agency  wishes  to 
amend  material  before  the  annual 
approval  expires,  the  agency  shall 
publish  notice  of  the  amendment  in  the 
Federal  Register,  and  make  the 
amendment  available  as  indicated  on 


the  table  or  as  modibed  in  the  notice  of 
amendment.  Amendments  are  not 
properly  incorporated  until  notice  is 
given  in  the  Federal  Register,  the 
amendments  are  filed  at  the  Office  of 
the  Federal  Register  and  available  to  the 
public. 

Quarterly  Publication.  Every  quarter, 
beginning  June  30, 1981,  the  Office  of  the 
Federal  Register  will  publish  a 
document  on  incorporation  by  reference. 
This  quarterly  document  will  contain  the 
following  information  on  incorporation 
by  reference.  First,  the  document  will 
contain  a  table  of  items  in  the  applicable 
'titles  that  have  been  reapproved  for 
incorporation  by  reference  under  1  CFR 
51.13.  Second,  the  document  will  contain 
a  listing  of  any  items  which  were 
granted  extensions  under  1  CFR  51.13 
review  in  the  last  quarter  and  have  since 
received  final  approval  by  the  Director, 


of  the  Federal  Register.  Third,  the 
document  will  contain  any  material 
approved  for  incorporation  by  reference 
for  the  first  time  under  Office  of  the 
Federal  Register  general  procedures 
contained  in  1  CFR  Part  51.  And  fourth, 
the  document  may  contain  corrections 
to  previously  published  incorporation  by 
reference  approval  documents. 

Material  which  is  approved  in  a 
timely  fashion  during  the  quarterly 
review  process  is  also  listed  in  the  Code 
of  Federal  Regulations  volume(s). 

Problems.  If  you  have  any  problems 
getting  the  material,  notify  the  agency.  If 
you  find  the  material  is  not  available, 
notify  the  Director  of  the  Federal 
Register  (NARS),  Washington,  DC  20408 
or  call  (202)  523-4534. 

Dated:  June  19, 1981. 

Martha  B.  Girard, 

Acting  Director  of  the  Federal  Register. 


24  CFR  SUBTITLE  B,  CHAPTER  XX— OFFICE  OF  ASSISTANT  SECRETARY  FOR 
NEIGHBORHOODS,  VOLUNTARY  ASSOCIATIONS,  AND  CONSUMER  PROTECTION, 
DEPARTMENT  OF  HOUSING  AND  URBAN  DEVELOPMENT 

1.  Make  the  following  corrections  to  the  issue  of  May  29, 1981: 

a.  On  page  29232,  under  American  National  Standards  Institute,  correct  “ANSI  A95.1-1974” 
to  read  “ANSI  Z95.1-1974.” 

'  b.  On  page  29234,  under  American  Society  of  Testing  and  Materials,  correct  "D2261-1973’’  to 
read  “D2661-1973." 

2.  The  following  publications,  given  an  extension  of  approval  on  March  31,  1981  (46  FR 
19660),  are  given  final  approval  for  incorporation  by  reference  for  one  year  effective  April  1, 
1981: 

CFR  Citation 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  Z21.19a-1972  Addendum  to  Refrigerators  Using  Gas  Fuel .  3280.703 

ANSI  Z21.22a-1972  and  Z21.22b-1973  Addenda  to  Relief  Valves  and  3280.703 
Automatic  Gas  Shutoff  Devices  for  Hot  Water  Supply  Systems. 

ANSI  Z21.44a-1974  and  Z21.44b-1975  Addenda  to  Gas-Fired  Gravity  3280.703 
and  Fan-Type  Direct  Vent  Wall  Furnaces. 

ANSI  Z21.47a-1974  Addendum  to  Gas-Fired  Gravity  and  Forced  Air  3280.703 
Central  Furnace. 

28  CFR  CHAPTER  I  (PART  42)— DEPARTMENT  OF  JUSTICE 

CFR  Citation 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  New  York  10018 
ANSI  A117.1-1961  (R1971)  American  National  Standard  Specifications  42.522 
for  Making  Buildings  and  Facilities  Accessible  to,  and  Usable  by,  the 
Physically  Handicapped. 

29  CFR  CHAPTER  IV  (PARTS  402,  403,  404,  405,  406,  408,  409)— OFFICE  OF  LABOR- 
MANAGEMENT  STANDARDS  ENFORCEMENT,  DEPARTMENT  OF  LABOR 

CFR  Citation 

U.S.  Department  of  Labor/Labor-Management  Services  Administration 


Frances  Perkins  Building,  200  Constitution  Avenue  N.W.,  Washing¬ 
ton,  D.C.  20216 

LM-1,  Labor  Organization  Information  Report .  402.2 

LM-lA,  Report  of  Current  Status.  Labor  Organization  Information  402.4 
Supplement. 

LM-2.  Labor  Organization  Annual  Report .  403.3 

LM-3,  Labor  Organization  Annual  Report .  403.4 

LM-10,  Employer  Report . . .  405.3 

LM-15,  Trusteeship  Report . . . . . . .  408.3 

LM-15A,  Schedule  on  Selection  of  Delegates  and  Officers .  408.4 

LM-16,  Terminal  Trusteeship  Report .  408.8 
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29  CFR  CHAPTER  IV  (PARTS  402,  403,  404,  405,  406,  408,  409)— OFFICE  OF  LABOR- 
MANAGEMENT  STANDARDS  ENFORCEMENT,  DEPARTMENT  OF  LABOR— Continued 


CFR  Citation 

LM-20,  Agreement  and  Activities  Report . .  406.2 

LM-21,  Receipt  and  Disbursements  Report .  406.3 

LM-30,  Labor  Organization  Officer  and  Employee  Report .  404.3 

LMSA-1,  Surety  Company  Annual  Report . . .  409.2 


29  CFR  CHAPTER  V  (PART  526)— WAGE  AND  HOUR  DIVISION,  DEPARTMENT  OF 
LABOR 

CFR  Citation 

U.S.  Department  of  Agriculture,  Agricultural  Marketing  Service  (for  the  Bureau  of 
Agricultural  Economics  of  the  U.S.  Department  of  Agriculture) 

U.S.  Government  Printing  Office,  (GPO)  Bookstores  located  through¬ 
out  the  United  States. 

Tobacco  in  the  United  States — ^U.S.  Department  of  Agriculture — ^Agri-  526.10 
cultural  Marketing  Service,  Miscellaneous  Publication  No.  867 — See 
page  2,  Revised  February,  1979. 

29  CFR  CHAPTER  V  (PART  570)— WAGE  AND  HOUR  DIVISION— U.S.  DEPARTMENT 
OF  LABOR 

CFR  Citation 

Institute  of  Makers  of  Explosives 
420  Lexington  Ave.,  New  York,  N.Y.  10017 

The  American  Table  of  Distances,  June  5, 1964 .  570.51 

Michigan  State  University 

Department  of  Secondary  Education,  East  Lansing.  Michigan 
Vocational  Agriculture  Training  Programs:  Safe  Tractor  Operation,  570.72;  570.72;  570.72 
Safe  Farm  Machinery  Operation  (Rural  Manpower  Center,  Special 
Paper  No.  8,  April,  1969). 

National  Education  Association 
1201 16th  St.,  N.W.,  Washington,  D.C.  20036 

Standards  for  School  Buses,  1964  Rev.  ed .  570.52 

National  4-H  Council 

7100  Connecticut  Ave.,  Washington,  D.C.  20015 
Petroleum  Power  Program:  Specified  Units  from  four  Training  Manuals  570.72;  570.72 
on  operation  and  use  of  tractors. 

The  Interstate  Printers  &  Publishers 
.  Danville,  Illinois 

Agricultural  Engineering,  1965  ed .  570.71 

U.S.  Department  of  Commerce 
National  Bureau  of  Standards,  Gaithersburg,  Md.  20234 
Maximum  Permissible  Body  Burdens  and  Maximum  Permissible  Con-  570.57 
centrations  of  Radionuclides  in  Air  and  in  Water  for  Occupational 
Exposure  (National  Bureau  of  Standards,  Handbook  69, 1959). 

29  CFR  CHAPTER  XVII  (PARTS  1910,  1915,  1916,  1917,  1918,  1926,  AND  1928)— 
OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION,  DEPARTMENT  OF 
LABOR 

(Copies  of  the  documents  listed  in  this  table  are  available  through  the  Technical  Data 
Center,  U.S.  Department  of  Labor,  Washington,  D.C.,  and  through  Regional  Offices  of  the 
Occupational  Safety  and  Health  Administration.  For  a  complete  listing  of  these  addresses, 
see  the  end  of  this  table.) 

PART  1910 

CFR  Citation 

American  Conference  of  Governmental  Industrial  Hygienists  (ACGIH) 

ACGIH  Manual  "IndustriarVentilation”  (1970) .  1910.94 

American  Society  of  Agricultural  Engineers  (ASAE) 

ASAE  Emblem  for  Identifying  Slow  Moving  Vehicles,  ASAE  S276.2  1910.145 
(1968). 

Agriculture  Ammonia  Institute — Rubber  Manufacturers  Association  (AAI — RMA) 


AAI — RMA  Specifications  for  Anhydrous  Ammonia  Hose . .  1910.111 

American  National  Standards  Institute  (ANSI) 

ANSI  AlO.2  (1944)  Safety  Code  for  Building  Construction . .  1910.144 


ANSI  AlO.3  (1970)  Safety  Requirements  for  Explosive-Actuated  Fas-  1910.243 
tening  Tools. 
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29  CFR  CHAPTER  XVU  (PARTS  1910, 1916, 1917, 1926,  AND  1928)— 

OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION,  DEPARTMENT  OF 

LABOR — Continued  • 

PART  1910 — Continued 

CFR  Citation 

ANSI  All.l  (1965,  R1970)  Practice  for  Industrial  Lighting . . . 

1910.178;  219:  261: 

265 

ANSI  All.l  (1965)  Practice  for  Industrial  Lighting . 

1910.262:  265  ■■ 

- 

ANSI  A12.1  (1967)  Safety  Requirements  for  Floor  and  Wall  Openings. 

1910.68:  66:  261;  264  s. 

■.  ■ 

Railings,  and  Toe  Boards. 

ANSI  A13.1  (1956)  Scheme  for  the  Identification  of  Piping  Systems . 

1910.252:  261;  262: 

264 

A.NSI  A14.1  (1966)  Safety  Code  for  Portable  Wood  Ladders.  Supple- 

1910.261 

mented  by  ANSI  Al4.1a — 1977. 

ANSI  A14.2  (1956)  Safety  Code  for  Portable  Metal  Ladders.  Supple- 

1910.261  * 

mented  by  ANSI  A14.2a — 1977. 

ANSI  A14.3  (1956)  Safety  Code  for  Fixed  Ladders . 

1910.68:179:261 

ANSI  A17.1  (1965)  Safety  Code  for  Elevators.  Dumbwaiters  and 

1910.261 

Moving  Walks,  Including  Supplements.  A17.1a  (1967):  A17.1b  (1968); 

A17.1C  (1969):  A17.1d  (1970). 

ANSI  A17.2  (1960)  Practice  for  the  Inspection  of  Elevators.  Including 

1910.261 

Supplements.  A17.2a  (1965),  Al7.2b  (1967). 

ANSI  A90.1  (1969)  Safety  Standard  for  Manlifts . 

1910.66 

ANSI  A92.2  (1969)  Standard  for  Vehicle  Mounted  Elevating  and  Rotat- 

1910.67;  266 

ing  Work  Platforms. 

•r  ■  ' 

ANSI  A120.1  (1970)  Safety  Code  for  Powered  Platforms  for  Exterior 

1910.66  .  - 

Building  Maintenance. 

• 

ANSI  B7.1  (1970)  Safety  Code  for  the  Use,  Care  and  Protection  of 

1910.94:  215;  218  ,  , 

Abrasive  Wheels. 

ANSI  B15.1  (1953.  R1958)  Safety  Code  for  Mechanical  Power  Transmis- 

1910.68:  261  , 

sion  .Apparatus. 

ANSI  B20.1  (1957)  Safety  Code  for  Conveyors,  Cableways,  and  Related 

1910.218:  261;  265; 

Equipment. 

266 

ANSI  B.30.2  (1943,  R1952)  Safety  Code  for  Cranes.  Derricks,  and  Hoists. 

1910.261 

■ 

ANSI  B30.2.0  (1967)  Safety  Code  for  Overhead  and  Gantry  Cranes . 

1910.179;  261;  266  ' 

- 

ANSI  B30.5  (1966)  Safety  Code  for  Crawler,  Locomotive,  and  Truck 

1910.180;  261;  266 

Cranes. 

ANSI  B30.6  (1969)  Safety  Code  for  Derricks . . 

1910.181;  268  ...  ..  ..  . 

ANSI  B31.1  (1955)  Code  for  Pressure  Piping . 

1910.261 

ANSI  B31.1a  (1963)  Addenda  to  ANSI  B31.1  (1955) . 

1910.261  ■  '  => 

ANSI  B31.1.0  (1967)  and  Addenda  B31.1.0a  (1969)  Code  for  Pressure 

1910.106;  218;  261 

Piping. 

_ _  ,  ,  . 

ANSI  B31.2  (1966)  Fuel  Gas  Piping . 

1910.103:  104;  106; 

252;  261  , 

ANSI  B31.3  (1966)  Petroleum  Refinery  Piping . 

1910.103:  106  ..V 

A.NSI  B31.5  (1966)  Addenda  B31.5a  (1966)  Refrigeration  Piping . 

1910.103:  111 

A.NSI  B56.1  (1969)  Safety  Standard  for  Powered  Industrial  Trucks . 

1910.178:  261 

ANSI  B57.1  (1965)  Compressed  Gas  Cylinder  Valve  Outlet  and  Inlet 

1910.252 

Connections. 

ANSI  B71.1  (1966)  Safety  Specifications  for  Power  Lawn  Mowers . 

1910.243 

A.NSI  Cl  (1971)  National  Electrical  Code . 

1910.66:  66;  94;  103; 

f 

178  '  ,  - 

ANSI  C33.2  (1956)  Safety  Standard  for  Transformer-Type  Arc  Welding 

1910.252 

Machines. 

■ 

ANSI  D6.1  (1967)  Practices  for  Railroad  Highway  Grade  Crossing 

1910.265 

Protection. 

ANSI  H23.1  (1970)  Seamless  Copper  W'ater  Tube  Specification . . 

1910.110 

ANSI  H38.7  (1969)  Specification  for  Aluminum  Alloy  Seamless  Pipe 

1910.110 

and  Seamless  Extruded  Tube. 

• 

ANSI  )6.1  (1950,  R1962)  Standard  Specific.ations  for  Rubber  Insulating 

1910.137  .  " 

Line  Hose. 

-j- 

ANSI  )6.2  (1950.  R1962)  Standard  Sprrcifications  for  Rubber  Insulating 

1910  .137  .  ‘ 

Hood. 

ANSI  )6.4  (1970)  Standard  Specification  for  Rubber  Insulating  Blan- 

1910.137 

kets. 

ANSI  ]6.4  (1971)  Standard  Specification  fur  Rubber  Insulating  Blankets 

1910.268  .  >. 

A.NSI  )6.5  (1962)  Standard  Specification  for  Rubber  Insulating  Sleeves.. 

1910.137  . 

A.NSI  )6.6  (1967)  Standard  Specification  for  Rubber  Insulating  Gloves ... 

1910.137  •  '  y 

ANSI  )6.6  (1971)  Standard  Specification  for  Rubber  Insulating  Gloves ... 

1910.268  ,  r.‘  ; 

A.NSI  )6.7  (1935,  R1962)  Standard  Specifications  for  Rubber  Matting  for 

19iai37 

Use  Around  Electric  Apparatus. 

*■  ■■ 

ANSI  K13.1  (1967)  Identification  of  Gas  Mask  Canisters . . . 

1910.261  _ 
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29  CFR  CHAPTER  XVII  (PARTS  1910, 1916, 1917, 1926,  AND  1928)— 

OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION,  DEPARTMENT  OF 
LABOR — Continued 

PART  1910 — Continued  CFR  Citation 

ANSI  K61.1  {I960)  Safety  Requirements  for  the  Storage  and  Handling  1910.111 
of  Anhydrous  Ammonia. 

ANSI  K61.1  (1966)  Safety  Requirements  for  the  Storage  and  Handling  1910.111 
of  Anhydrous  Ammonia. 


ANSI  Ol.l  (1954,  R1961)  Safety  Code  for  Woodworking  Machinery .  1910.261 

ANSI  Sl.4  (1971,  R1976)  Specification  for  Sound  Level  Meters .  1910.95 

ANSI  Sl.ll  (1971,  R1976)  Specification  for  Octave,  Half-Octave  and  1910.95 
Third-Octave  Band  Filter  Sets. 

ANSI  Sl.25  (1978)  Specification  for  Personal  Noise  Dosimeters .  1910.95 

ANSI  S3.6  (1969)  Specifications  for  Audiometers .  1910.95 

ANSI  Z4.1  (1968)  Requirements  for  Sanitation  in  Places  of  Employment  1910.261;  264 
ANSI  Z4.2  (1942)  Standard  Specifications  for  Drinking  Fountains .  1910.142 


ANSI  Z9.1  (1951)  Safety  Code  for  Ventilation  and  Operation  of  Open  1910.94;  261 
Surface  Tanks. 

ANSI  Z9.2  (I960]  Fundamentals  Governing  the  Design  and  Operation  1910.94;  261;  264 
of  Local  ^haust  Systems. 

ANSI  Z9.2  (1971)  Fundamentals  Governing  the  Design  and  Operation  '  1910.1001 
of  Local  Exhaust  Systems. 

ANSI  Z12.12  (1968)  Standard  for  the  Prevention  of  Sulfur  Fires  and  1910.261;  265 
Explosions. 

ANSI  Z12.20  (1962,  R1969)  Code  for  the  Prevention  of  Dust  Explosions  1910.265 
in  Woodworking  and  Wood  Flour  Manufacturing  Plants. 

ANSI  Z21.30  (1964)  Requirements  for  Gas  Appliances  and  Gas  Piping  1910.264;  265 
Installations. 

ANSI  Z24.22  (1957)  Method  of  Measurement  of  Real-Ear  Attenuation  of  1910.261 
Ear  Protectors  at  Threshold. 

ANSI  Z33.1  (1961)  Installation  of  Blower  and  Exhaust  Systems  for  1910.261;  265 
Dust,  Stock,  and  Vapor  Removal  or  Conveying. 

ANSI  Z33.1  (1966)  Installation  of  Blower  and  Exhaust  Systems  for  1910.94  ^ 


Dust,  Stock,  and  Vapor  Removal  or  Conveying. 

ANSI  Z35.1  (1968)  Specifications  for  Accident  Prevention  Signs .  1910.261 

ANSI  Z41.1  (1967)  Men’s  Safety  Toe  Footwear . . .  1910.94;  136;  261;  266 


ANSI  Z48.1  (1954)  Method  for  Marking  Portable  Compressed  Gas  1910.103;  110;  252 
Containers  to  Identify  the  Material  Contained. 

ANSI  Z48.1  (1954,  R1970)  Method  for  Marking  Portable  Compressed  1910.111;  134 
Gas  Containers  To  Identify  the  Material  Contained. 

ANSI  Z49.1  (1967)  Safety  in  Welding  and  Cutting .  1910.252 

ANSI  Z53.1  (1967)  Safety  Color  Code  for  Marking  Physical  Hazards  1910.97;  145;  154 
and  the  Identification  of  Certain  Equipment. 

ANSI  Z54.1  (1963)  Safety  Standard  for  Non-Medical  X-Ray  and  Sealed  1910.252 
Gamma  Ray  Sources. 

ANSI  Z87.1  (1968)  Practice  of  Occupational  and  Educational  Eye  and  1910.133;  252;  261 
Face  Protection. 

ANSI  Z88.2  (1969)  Practices  for  Respiratory  Protection .  1910.94;  134;  261; 

266;  1001 

ANSI  Z89.1  (1969)  Safety  Requirements  for  Industrial  Head  Protection,.  1910.135;  261;  266 

ANSI  Z89.2  (1971)  Safety  Requirements  for  Industrial  Protective  Hel-  1910.268 
mets  for  Electrical  Workers,  Class  B. 

American  Petroleum  Institute  (API) 

API  12A  (Sept.  1951)  Specification  for  Oil  Storage  Tanks  With  Riveted  1910.106 
Shells,  7th  Edition. 

API  12B  (May  1958)  Specification  for  Bolted  Production  Tanks,  11th  1910.106 
Edition,  With  Supplement  #1,  March  1962. 

API  12D  (August  1957)  Specification  for  Large  Welded  Production  1910.106 
Tanks,  7th  Edition. 

API  12F  (March  1961)  Specification  for  Small  Welded  Production.  1910.106 
Tanks,  5th  Edition. 

API  620,  Fourth  Edition  (1970)  Including  Appendix  R,  Reconunended  1910.103;  106;  111 
Rules  for  Design  and  Construction  of  Large  Welded  Low  Pressure 
Storage  Tanks. 

API  650  (1966)  Welded  Steel  Tanks  for  Oil  Storage,  3rd  Edition .  1910.106 

API  1104  (1968)  Standard  for  Welding  Pipelines  and  Related  Facilities ..  1910.252 

API  2000  (1968)  Venting  Atmospheric  and  Low  Pressure  Storage  Tanks.  1910.106 

API  2201  (1963)  Welding  or  Hot  Tapping  on  Equipment  Containing  1910.252 
Plammables. 

American  Society  of  Mechanical  Engineers  (ASME) 

ASME  Boiler  and  Pressure  Vessel  Code,  1949  Edition,  Section  VIII,  1910.168 
Paragraph  U-68  and  U-69. 
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ASME  Boiler  and  Pressure  Vessel  Code,  Section  Vlll,  1949. 1950, 1952,  1910.110;  111;  168 
1956, 1959,  and  1962  Editions. 

ASME  Code  for  Pressure  Vessels,  1968  Edition .  1910.106:  217 

ASME  Boiler  and  Pressure  Vessel  Code,  Section  Vlll.  1968 .  1910.103;  104;  106; 

107;  110:  111;  169 

ASME  Boiler  and  Pressure  Vessel  Code,  Section  Vlll,  Paragraph  UG-  1910.104 
84. 1968. 

ASME  Boiler  and  Pressure  Vessel  Code,  Section  VIII.  Unfired  Pressure  1910.261;  262;  263 
Vessels,  Including  Addenda  (1969). 

Code  for  Unfired  Pressure  Vessels  for  Petroleum  Liquids  and  Gases  of  1910.110;  168 
the  API  and  the  ASME,  1951  Edition. 

American  Society  for  Testing  and  Materials  (ASTM) 

ASTM  A47-68  Standard  Specifications  for  Malleable  Iron  Castings .......  1910.111 

ASTM  A53-69  Standard  Specification  for  Welded  and  Seamless  Steel  1910.110:  111 
Pipe. 

ASTM  A126-66  Standard  Specification  for  Gray  Iron  Casting  for  1910.111 
Valves.  Flanges  and  Pipe  Fitting. 

ASTM  A391-65  (ANSI  G61.1-1968)  Specifications  for  Alloy  Steel  Chain  1910.184 
ASTM  A395-68  Standard  Specification  for  Ductile  Iron  for  Use  at  1910.111 
Elevated  Temperatures. 

ASTM  B88  (1969)  Standard  Specification  for  Seamless  Copper  Water  1910.110 
Tube. 

ASTM  B68-6eA  Standard  Specification  for  Seamless  Copper  Water  1910.252 
Tube. 

ASTM  B117-64  Salt  Spray  (Fog)  Test .  1910.268 

ASTM  B210-68  Standard  Specification  for  Aluminum-Alloy  Drawn  1910.110 
Seamless  Tubes. 

ASTM  D5-65  Test  for  Penetration  by  Bituminous  Materials .  1910.106 

ASTM  D56-70  Standard  Method  of  Test  for  Flash  Point  by  Tag  Closed  1910.106 
Tester. 

ASTM  D86-62  Standard  Method  of  Test  for  Distillation  of  Petroleum  1910.106 
Products. 

ASTM  D88-56  Standard  Method  of  Test  for  Saybolt  Viscosity .  1910.106 

ASIM  D93-71  Standard  Method  of  Test  for  Flash  Point  by  Pensky  1910.106 
Martens. 

ASTM  D445-65  Standard  Method  of  Test  for  Viscosity  of  Transparent  1910.106 
and  Opaque  Liquids. 

ASTM  Procedures  D1692-68,  Standard  Method  of  Test  for  Flammabil-  1910.103 
ity  of  Plastic  Sheeting  and  Cellular  Plastics. 


ASTM  D2161-66  Conversion  Tables  For  SUS .  1910.106 

American  Welding  Society  (AWS) 

AWS  A3.0  (1969)  Terms  and  Definitions .  1910.251 

AWS  A6.1  (1966)  Recommended  Safe  Practices  for  Gas  Shielded  Arc  1910.252 
Welding. 

AWS  B3.0-41  Standard  Qualification  Procedure .  1910.67 

AWS  Dl.0-1966  Code  for  Wielding  in  Building  Construction .  1910.27 


AWS  D2.0-69  Specifications  for  Welding  Highway  and  Railway  1910.67 
Bridges. 

AWS  D8.4-61  Recommended  Practices  for  Automotive  Welding  Design  1910.67 
AWS  DlO.9-69  Standard  Qualification  of  Welding  Procedures  and  1910.67 
Welders  for  Piping  and  Tubing. 

Commerce,  Department  of 

U.S.  Department  of  Commerce  Commercial  Standard,  CS  202-56  (1961)  1910.30 
“Industrial  Lifts  and  Hinged  Loading  Ramps”. 

U.S.  Department  of  Commerce  Pub..  “Model  Performance  Criteria  for  1910.156 
Structural  Fire  Fighters’  Helmets". 

Compressed  Gas  Association  (CGA) 

CGA  C-e  (1968)  Standards  for  Visual  Inspection  of  Compressed  Gas  1910.101;  157 
Cylinders. 


CGA  C-8  (1962)  Standard  for  Requalification  of  1CC-3HT  Cylinders .  1910.101;  166 

CGA  G-1  (1966)  Acetylene .  1910.102 

CGA  G-1.3  (1959)  Acetylene  Transmission  for  Chemical  Synthesis .  1910.102 

CGA  G-1.4  (1966)  Standard  for  Acetylene  Cylinder  Charging  Plants .  1910.102 

CGA  G-7.1  (1966)  Commodity  Specification .  1910.134 

CCA  G-8.1  (1964)  Standard  for  the  Installation  of  Nitrous  Oxide  1910.105 
Systems  at  Consumer  Sites. 

CGA  P-1  (1965)  Safe  Handling  of  Compressed  Gases .  1910.101 
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CGA  P-3  (1963)  Specifications,  Properties,  and  Recommendations  for 
Packaging,  Transportation,  Storage  and  Use  of  Ammonium  Nitrate. 

CGA  S-1.1  (1963)  and  1965  Addenda.  Safety  Release  Device  Stand¬ 
ards — Cylinders  for  Compressed  Cases. 

CGA  S-1.2  (1963)  Safety  Release  Device  Standards,  Cargo  and  Porta¬ 
ble  Tanks  for  Compressed  Gases. 

CGA  S-1.3  (1959)  Safety  Release  Device  Standards — Compressed  Gas 
Storage  Containers. 

CGA  1957  Standard  Hose  Connection  Standard . 

CGA  and  RMA  (Rubber  Manufacturer’s  Association)  Specification  for 
Rubber  Welding  Hose  (1958). 

CGA  1958  Regulator  Connection  Standard . 


CFR  Citation 
1910.109 

1910.101;  103;  167 

1910.101;  103;  167; 
168 

1910.103;  104;  111 

1910.252  - 
1910.252 

1910.252 


Crane  Manufacturer's  Association  of  America,  Inc.  (CMAA) 

CMAA  Specification  #61,  Specifications  for  Electric  Overhead  Travel-  1910.179 
ing  Cranes. 


General  Services  Administration  (GSA) 

CSA  Pub.  GG-B-0067b,  Air  Compressed  for  Breathing  Purposes,  or  1910.134 
Interim  Federal  Specifications,  April  1965. 

Health  and  Human  Services,  Department  of 

HEW  Publication  No.  76-120  (1975),  List  of  Personal  Hearing  Protectors  1910.95 
and  Attenuation  Data. 


Institute  of  Makers  of  Explosives  (IME) 

IME  Pamphlet  #17, 1960,  Safety  in  the  Handling  and  Use  of  Explosives. 

National  Electrical  Manufacturer’s  Association  (NEMA) 

NEMA  EW-1  (1962)  Requirements  for  Electric  Arc  Welding  Apparatus. 

National  Fire  Protection  Association  (NFPA) 

NFPA  30  (1969)  Flammable  and  Combustible  Liquids  Code . 

NFPA  32 — 1970  Standard  for  Dry  Cleaning  Plants . 

NFPA  33 — 1969  Standard  for  Spray  Finishing  Using  Flammable  and 
Combustible  Material. 

NFPA  34 — 1966  Standard  for  Dip  Tanks  Containing  Flammable  or 
Combustible  Liquids. 

NFPA  35 — 1970  Standard  for  the  Manufacture  of  Organic  Coatings . 

NFPA  36 — 1967  Standard  for  Solvent  Extraction  Plants . 

NFPA  37 — 1970  Standard  for  the  Installation  and  Use  of  Stationery 
Combustion  Engines  and  Gas  Turbines. 

NFPA  51B — 1962  Standard  for  Fire  Protection  in  Use  of  Cutting  and 
Welding  Processes. 

NFPA  54 — 1969  Standard  for  the  Installation  of  Gas  Appliances  and 
Gas  Piping. 

NFPA  54A — 69  Standard  for  the  Installation  of  Gas  Piping  and  Gas 
Equipment  on  Industrial  Premises  and  Certain  Other  Premises. 

NFPA  58 — 1969  Standard  for  the  Storage  and  Handling  of  LiqueHed 
Petroleum  Gases  (ANSI  Z106.1 — 1970). 

NFPA  59 — 1968  Standard  for  the  Storage  and  Handling  of  LiqueHed 
Petroleum  Gases  at  Utility  Gas  Plants. 

NFPA  62 — 1967  Standard  for  the  Prevention  of  Dust  Explosions  in  the 
Production,  Packaging,  and  Handling  of  Pulverized  Sugar  and  Cocoa. 

NFPA  68 — 1954  Guide  for  Explosion  Venting . 

NFPA  70 — 1971  National  Electrical  Code . 

NFPA  78  (1968)  Lightning  Protection  Code . 

NFPA  80 — 1968  Standard  for  Fire  Doors  and  Windows . 

NFPA  80 — 1970  Standard  for  Fire  Doors  and  Windows . 

NFPA  86A — 1969  Standard  for  Oven  and  Furnaces  Design,  Location 
and  Equipment. 

NFPA  91 — 1961  Standard  for  the  Installation  of  Blower  and  Exhaust 
Systems  for  Dust,  Stock,  and  Vapor  Removal  or  Conveying  (ANSI 
Z33.1— 1961). 

NFPA  91 — 1969  Standards  for  Blower  and  Exhaust  Systems . 

NFPA  96 — 1970  Standard  for  the  Installation  of  Equipment  for  the 
Removal  of  Smoke  and  Grease  Laden  Vapors  from  Commercial 
Cooking  Equipment. 

NFPA  101 — 1070  Code  for  Life  Safety  From  Fire  in  Buildings  and 
Structures. 

NFPA  203M  (1970)  Manual  on  Roof  Coverings . 


1910.261 

1910.252 

1910.178 

1910.106 

1910.94 

1910.94 


1910.106 
1910.106 
1910.106;  110 

1910.252 

1910.110 

1910.110 

1910.168;  178 

1910.110 

1910.263 

1910.94 

1910.66;  68:  94;  103; 
178 

1910.109 

1910.106 
1910.252 
1910.107;  108 

1910.107 


1910.108 

1910.110 


1910.261 


1910.109 
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NFPA  251—1969  Standard  Methods  of  Fire  Tests  of  Building  Construe-  1910.106 
tion  and  Materials. 

NFPA  302 — 1968  Fire  Protection  Standard'  for  Motor-Craft  (Pleasure  1910.265 
and  Commercial). 

NFPA  385 — 1966  Recommended  Regulatory  Standard  for  Tank  Vehi-  1910.108 
cles  for  Flammable  and  Combustible  Liquids. 

NFPA  496 — 1967  Standard  for  Purged  Enclosures  for  Electrical  Equip-  1910.103 
ment  in  Hazardous  Locations. 

NFPA  505 — 1969  Standard  for  Type  Designations,  Areas  of  Use,  Main-  1910.110:  189 
tenence,  and  Operation  of  Powered  Industrial  Trucks. 

NFPA  566 — 1985  Standard  for  the  Installation  of  Bulk  Oxygen  Systems  1910.252 
at  Consumer  Sites. 

NFPA  656 — 1959  Code  for  the  Prevention  of  Dust  Ignition  in  Spice  1910.263 
Grinding  Plants. 

NFPA  1971-1975  Protective  Clothing  for  Structural  Fire  Fighting .  1910.156 

National  Food  Plant  Institute 

Definition  and  Test  Procedures  for  Ammonium  Nitrate  Fertilizer  (Nov.  1910.109 
1964). 

National  Institute  for  Occupational  Safety  and  Health  (NIOSH) 


NIOSH  (1978)  Registry  of  Toxic  Effects  of  Chemical  Substances . .  1910.20 

NIOSH  (1976)  Pub.,  the  Development  of  Criteria  for  Fire  Fighters  1910.156 
Gloves;  Vol.  11.  Part  II;  Test  Methods. 

Public  Health  Service,  U.S. 

U.S.  Pharmacopeia . - . . . - . . .  1910.134 

U.S.  Public  Health  Service  Publication  No.  934  (1962),-  Food  Service  1910.142  “ 


Sanitation  Ordinance  and  Code,  Part  V  of  the  Pood  Service  Sanita¬ 
tion  Manual. 

Society  of  Automotive  En^eers  (SAE) 

SAE  765  (1961)  SAE  Recommended  Practice:  Crane  Loading  Stability  1910.180 
Test  Code. 

The  Fertilizer  Institute  * 

Standard  M-1  (1953, 1955, 1957, 1960, 1961, 1963, 1965, 1966, 1967, 1968),  19iaitl 
Superseded  by  ANSI  K61.1 — 1972. 

Underwriters  Laboratories  (UL) 

UL  Subject  58  (Dec.  1961)  Standard  for  Steel  Underground  Tanks  for  1910.106 
Flammable  and  CombustiUe  Liquids.  5th  Edition. 

UL  Subject  80  (Sept.  1963)  Standard  for  Steel  Inside  Tanks  for  Oil-  1910.106 
Burner  Fuel. 

UL  Subject  142  (1968)  Standard  for  Steel  Above  Ground  Tanks  for  1910.106 
Flammable  and  Combustible  Liquids. 

PARTS  1915.  1916,  1917.  1918  (MARITIME  STANDARDS) 

American  Conference  of  Governmental  Industrial  Hygienists  (ACGIH) 


ACGIH  Threshold  Limit  Values  (1970) . . 1915;11;21:  1916.21: 

1917.11 

American  National  Standards  Instihite  (ANSI) 

ANSI  A14.1 — ^1959  Safety  Code  for  Portable  Wood  Ladders _ _ _ _ _  1915.42:  1916.42; 

1917.42 

ANSI  A14.2 — 1956  Safety  Code  for  Portable  Meted  Ladders _ _  1915.42;  1916.42; 

1917.42 

ANSI  B7.1 — 1964  Safety  Code  for  the  Use,  Care  and  Protection  of  1915.74;  1916.74 
Abrasive  Wheels. 

ANSI  Z2.1 — ^1959  Safety  Code  for  Head.  Eye,  and  Respiratory  Protec-  1915.81:  83;  1916.81: 
tion.  83;  1917.81;  83 


ANSI  Z87.1 — ^1968  Practice  for  Occupational  and  Education  Eye  and  1918.101 
Face  Protection. 

ANSI  Z89.1 — 1969  Safety  Requirements  for  Industrial  Head  Protection..  1918.105 
American  Society  of  Mechanical  Engineers  (ASME) 

ASME  Boiler  and  Pressure  Vessel  Code,  Section  VIII.  Rules  for  Con-  1915.101;  1916.101 
stniction  of  UnPired  Pressure  Vessels,  1963. 

PART  1926  (CONSTRUCTION  STANDARDS) 

American  Conference  of  Governmental  Industrial  Hygienists  (ACGIH) 

ACGHI  Threshold  Limit  Values  (1970) . .  1926.55 

American  National  Standards  Institute  (ANSI) 

ANSI  A10.3 — ^1970  Safety  Requirements  for  Explosive-Actuated  Fas-  1926.302 
toning  Tools. 
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ANSI  AlO.4 — 1963  Safety  Requirements  for  Workmen's  Hoists .  1926.552 

ANSI  A10.5 — 1969  Safety  Requirements  for  Material  Hoists .  1926.552 

ANSI  Aio.9 — 1970  Safety  Requirements  for  Concrete  Construction  and  1926.700 
Masonry  Work. 

ANSI  All.l — 1965  (R1970)  Practices  for  Industrial  Lighting  (lES  RP7-  1926.56 
1965). 

ANSI  A14.1 — 1969  Safety  Code  for  Portable  Wood  Ladders .  1926.450;  451 

ANSI  A14.2 — 1956  Safety  Code  for  Portable  Metal  Ladders .  1926.450;  451 

ANSI  A14.3 — 1956  Safety  Code  for  Fixed  Ladders .  1926.450 

ANSI  A17.1 — 1965  Safety  Code  for  Elevators,  Dumbwaiters  and  1926.552 
Moving  Walks. 

ANSI  Al7.1a— 1967  Supplement  to  A17.1— 1965 .  1926.552 

ANSI  Al7.1b— 1968  Supplement  to  A17.1— 1965  and  Al7.1a— 1967 .  1926.552 


ANSI  A17.1C— 1969  Supplement  to  A17.1— 1965,  Al7.1a— 1967,  and  1926.552 
Al7.1b— 1968. 

ANSI  Al7.1d— 1970  Supplement  to  A17.1— 1965,  Al7.1a— 1967,  1926.552 
Al7.1b— 1968,  and  A17.1c— 1969. 

ANSI  A17.2 — 1960  Practice  for  the  Inspection  of  Elevators  (Inspector’s  1926.552 


Manual). 

ANSI  A17.2a— 1965  Addenda  to  A17.2— 1960 .  1926.552 

ANSI  A17.2B— 1967  Supplement  to  A17.2— 1960 .  1926.552 


ANSI  A92.2 — 1969  Vehicle  Mounted  Elevating  and  Rotating  Work  1926.451;  556 
Platforms. 

ANSI  A120.1 — 1970  Safety  Code  for  Power-Operated  Platforms  Used  1926.451 
for  Exterior  Building  Maintenance. 

ANSI  B7.1 — 1970  Safety  Code  for  the  Use,  Care  and  Protection  of’  1926.303 
Abrasive  Wheels. 

ANSI  B15.1 — 1953  (R1958)  Safety  Code  for  Mechanical  Power-Jrans-  1926.300;  550 
mission  Apparatus. 

ANSI  B20.1 — ^1957  Safety  Code  for  Conveyors,  Cableways  and  Related  1926.^i55 
Equipment. 

ANSI  B30.2.0 — 1967  Safety  Code  for  Overhead  and  Gantry  Cranes  1926.550 
(Partial  Revision  of  B30.2 — 1943). 

ANSI  B30.5 — 1968  Safety  Code  for  Crawler,  Locomotive  and  Truck  1926.550 
Cranes  (Partial  Revision  of  B30.2 — 1943). 

ANSI  B30.6— 1969  Safety  Code  for  Derricks  (Partial  Revision  of  B30.2 —  1926.550 
1943). 

ANSI  B56.1 — 1969  Safety  Standards  for  Powered  Industrial  Trucks  1926.602 
(ISO  R1074), 

ANSI  D6.1 — 1971  Manual  on  Uniform  Traffic  Control  Devices  for  1926.2U0;  201;  202 
Streets  and  Highways. 


ANSI  ]6.1 — 1950  (R1971)  Rubber  Insulating  Line  Hose .  1926.951 

ANSI  J6.2 — 1950  (R1971)  Rubber  Insulating  Hoods .  1926.951 

ANSI  16.4 — 1971  Rubber  Insulating  Blankets .  1926.951 

ANSI  16.5 — 1971  Rubber  Insulating  Sleeves .  1926.951 

ANSI  16.6 — 1971  Rubber  Insulating  Cloves .  1926.951 

ANSI  )6.7 — 1935  Rubber  Matting  for  Use  Around  Electrical  Apparatus..  1926.951 

ANSI  Ol.l — 1961  Safety  Code  for  Woodworking  Machinery .  1926.304 

ANSI  Z35.1 — 1968  Specifications  for  Accident  Prevention  Signs .  1926.200 

ANSI  Z35.2 — 1968  Specifications  for  Accident  Prevention  Tags ...............  1926.200 

ANSI  Z49.1 — 1967  Safety  in  Welding  and  Cutting .  1926.350 

ANSI  Z67.1 — 1968  Practice  for  Occupational  and  Educational  Eye  and  1926.102 
Face  Protection  (Partial  Revision  of  Z2.1 — 1959). 

ANSI  Z89.1 — 1969  Safety  Requirements  for  Industrial  Head  Protection..  1926.100 
ANSI  Z89.2 — 1971  Safety  Requirements  for  Industrial  Protective  Hel-  1926.100;  951 
mets  for  Electrical  Workers,  Class  B. 


American  Society  of  .Agricultural  Engineers  (ASAE) 

ASAE  R313  Soil  Corte  Penetrometer.  1971 .  1926.1002 


American  Society  of  Mechanic.il  Engineers  (ASME) 

Power  Boilers  (Section  I),  1968 . .  1926.603 

Pressure  Vessels  (Section  VIII),  1968 .  1926.603 

American  Society  for  Testing  and  Materials  (ASTM) 

ASTM  A370-68  Standard  Methods. and  Definitions  for  Mechanical  1926.1001 
Testing  of  Steel  Products. 

ASTM  B117-64  (50  Hour  Test) .  1926.959 

ASTM  D56-69  Standard  Method  of  Test  for  Flash  Point  by  the  Tag  1926.155 
Closed  Tester. 
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ASTM  D93-69  Standard  Method  of  Test  for  Flash  Point  by  the  Pensky-  1926.155 
Martens  Closed  Tester. 

ASTM  D323-58  (R-68)  Standard  Method  of  Test  for  Vapor  Pressure  of  1926.155 
Petroleum  Products  (Reid  Method). 

American  Welding  Society  (AWS) 

AW'S  B3.0-41  Standard  Qualification  Procedure . 

AWS  D2.0-69  Specifications  for  Welding  Highway  and  Railway 
Bridges. 

AWS  D8.4-61  Recommended  Practice  for  Automotive  Welding  Design.. 

AWS  DlO.9-69  Standard  Qualification  for  Welding  Procedures  and 
Welders  for  Piping  and  Tubing. 

California,  State  of 

State  of  California  Construction  Safety  Orders,  Department  of  Industri¬ 
al  Relations;  Division  5,  Labor  Code,  Section  6312. 

Commerce,  Department  of 
National  Bureau  of  Standards  (Dept,  of  Commerce)  PS  1-66,  American  1926.451 
Plywood  Association  (1966):  PS  20-79,  American  Softwood  Lumber 
Association  (1970). 

General  Services  Administration  (GSA) 

General  Services  Administration  QQ-P-416,  Federal  Specification  1926.104 
Plating  Cadmium  (Electrodeposited). 

Institute  of  Makers  of  Explosives  (IME) 

IME  Publication  No.  2,  June  5,  1964,  American  Table  of  Distances  for  1926.914 
Storage  of  Explosives. 

IME  Publication  No.  20,  March  1968,  Radio  Frequency  Energy — \  1926.900 
Potential  Hazard  in  the  Use  of  Electric  Blasting  Caps. 

Interior,  Department  of 

Bureau  of  Reclamation  (Dept,  of  Interior)  Safety  and  Health  Regula-  1926.1000 
tions  for  Construction,  Part  II,  (September  1971). 

National  Fire  Protection  Association  (NFPA) 

NFPA  lOA — 1970  Recommended  Good  Practice  for  the  Maintenance  1926.150 
and  Use  of  Portable  Fire  Extinguishers. 

NFPA  13 — 1969  Standards  for  the  Installation  of  Sprinkler  Systems.- 1926.152 

NFPA  30 — 1969  Flammable  and  Combustible  Liquid  Code,  Chapters  111  1926.152 
and  IV. 

NFPA  70—1971  National  Electrical  Code  (ANSI  Cl-1971) . . .  1926.151;  351;  400; 

401;  404;  803 

NFPA  80 — 1970  Standards  for  Fire  Doors  and  Windows  _ _  1926.152 

NTPA  251 — 1969  Standard  Methods  of  Fire  Tests  of  Building  Construe-  1926.151;  155 
tion  and  Materials. 

NFPA  385—1966  Recommended  Regulatory  Standards  for  Tank  Vehi-  1926.152 
cles  and  Flammable  and  Combustible  Liquids. 

Power  Crane  and  Shovel  Association  (PCSA) 

PCSA  Standard  No.  1 — 1968  Mobile  Crane  and  Excavator  Standards.....  1928.602 

PCSA  Standard  No.  2 — 1968  Mobile  Hydraulic  Crane  Standards..— 1926.550;  602 

PCSA  Standard  No.  3 — 1969  Mobile  Hydraulic  Excavator  Standards ..—  1926.602 
Society  of  Automotive  Engineers  (SAE) 

SAE  Handbook — 1970,  pages  1088-1103  (Nomenclature  and  Descrip-  1926.602 
tion). 

SAE  Handbook— 1971 . .  1926.1001;  1002 

SAE  Jl66 — 1971  Minimum  Performance  Criteria  for  Brake  Systems  for  1926.602 
Off-Highway  Trucks  and  Wagons. 

SAE  |167 — 1971  Protective  Frame  with  Overhead  Protection — ^Test  1926.1003 
Procedures  and  Performance  Requirements. 

SAE  J168  (July  1970)  Protective  Enclosures — ^Test  Procedures  and  Per-  1926.1002 
formance  Requirements. 

SAE  J236 — 1971  Minimum  Performance  Criteria  for  Brake  Systems  for  1926.602 
Rubber-Tire  Self-Propelled  Graders. 

SAE  J237 — 1971  Minimum  Performance  Criteria  for  Brake  Systems  for  1926.602 
Off-Highway  Rubber-Tired  Front  End  Loaders  and  Dozers. 

SAE  J319b — 1971  Minimum  Performance  Criteria  for  Brake  Systems  for  1926.602 
Off-Highway  Rubber-Tired  Self-Propelled  Scrapers. 

SAE  J320a — 1971  Minimum  Performance  Criteria  for  Roll-Over  Protec-  1926.1001 
five  Structures  for  Rubber-Tired  Self-Propelled  Scrapers., 

SAE  J321a — 1970  Fenders  for  Pneumatic-Tired  Earthmoving  Haulage  1926.602 
Equipment. 


1928.556 

1926.556 

1926.556 

1926.556 


1926.1000 
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29  CFR  CHAPTER  XVII  (PARTS  1910, 1916, 1917, 1926,  AND  1928)— 

OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION,  DEPARTMENT  OF 

LABOR — Continued  CFR  Citation 

SAE  I333a — 1970  Operation  Protection  for  Wheel-Type  Agricultural  1926.602;  1002 
and  Industry  Tractors. 

SAE  J334a — 1970  Protective  Frame  Test  Procedures  and  Performance  1926.1002 
Requirements. 

SAE  )386— 1969  Seat  Belt  for  Construction  Equipment .  1926.602 

SAE  1394 — 1971  Minimum  Performance  Criteria  for  Roll-Over  Protec-  1926.1001 
tive  Structures  for  Rubber-Tired  Front  End  Loaders  and  Rubber- 
Tired  Dozers. 

SAE  J395 — 1971  Minimum  Performance  Criteria  for  Roll-Protective  1926.1001 
Structures  for  Crawler  Tractors  and  Crawler-Type  Loaders. 

SAE  J396 — 1971  Minimum  Performance  Criteria  for  Roll-Over  Protec-  1926.1001 
tive  Structures  for  Motor  Graders. 

SAE  )397 — 1969  Critical  Zone  Characteristics  and  Dimensions  for  1926.1001 


Operators  of  Construction  and  Industrial  Machinery. 

SAE  I743a — 1964  Tractor  Mounted  Side  Boom .  1926.550 

SAE  J959 — 1966  Lifting  Crane  Wire-Rope  Strength  Factors .  1926.550 

U.S.  Army 


U.S.  Army  Corps  of  Engineers  EM-385-1  (March  1967),  General  Safety  1926.1000 


Requirements. 

PART  1928  (AGRICULTURE  STANDARDS) 

American  Society  of  Agricultural  Engineers  (ASAE) 

ASAE  lil313.1, 1971  Soil  Cone  Penetrometer . . .  1928.52;  53 

Society  of  Automotive  Engineers  (SAE) 

SAE  ]4C,  1955,  Motor  Vehicle  Seat  Belt  Assembly .  1928.51 

SAE  ]674, 1953,  Safety  Glazing  Materials .  1928.53 

Addresses 


Technical  Data  Center:  Frances  Perkins  Department  of  Labor  Building,  Room  N2439,  200 
Constitution  Avenue,  N.W.,  Washington,  D.C.  20210. 

Boston  Regional  OfHce — Region  I:  Regional  Administrator,  U.S.  Department  of  Labor — OSHA, 
16-18  North  Street,  1  Dock  Square  Building,  4th  Floor,  Boston,  Massachusetts  02109. 

New  York  Regional  Office — Region  II:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  1515  Broadway  (1  Astor  Plaza),  Room  3445,  New  York,  New  York  10036. 

Philadelphia  Regional  Office — Region  III:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  Gateway  Building,  Suite  2100,  3535  Market  Street,  Philadelphia,  Pennsylvania  19104. 

Atlanta  Regional  Office — Region  IV:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  1375  Peachtree  Street,  N.E.,  Suite  587,  Atlanta,  Georgia  30309. 

Chicago  Regional  Office — Region  V:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  32nd  Floor,  Room  3263,  230  South  Dearborn  Street,  Chicago,  Illinois  60604. 

Dallas  Regional  Office — Region  VI:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  655  Griffin  Square  Building,  Room  602,  Dallas,  Texas  75202. 

Kansas  City  Regional  Office — Region  VII:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  911  Walnut  Street,  Room  3000,  Kansas  City,  Missouri  64106. 

Denver  Regional  Office — Region  VUI:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  Federal  Building,  Room  1554, 1961  Stout  Street,  Denver,  Colorado  80294. 

San  Francisco  Regional  Office — Region  IX;  Regional  Administrator,  U.S.  Department  of 
Labor — OSHA,  11349  Federal  Building,  450  Golden  Gate  Avenue,  P.O.  Box  36017,  San 
Francisco,  California  94102. 

Seattle  Regional  Office — Region  X;  Regional  Administrator,  U.S.  Department  of  Labor — OSHA, 
Federal  Office  Building,  Room  6003,  Seattle,  Washington,  98174. 

30  CFR  CHAPTER  I  (PARTS  11,  28,  29,  55,  56,  57,  70,  71,  75,  77,  AND  90)— MINE 

SAFETY  AND  HEALTH  ADMINISTRATION,  DEPARTMENT  OF  LABOR 
(Copies  of  material  incorporated  in  Parts  55,  56,  and  57  are  available  at  MSHA  Metal  and 
Nonmetal  Mine  Safety  and  Health  District  and  Subdistrict  Offices.  Copies  of  material 
incorporated  in  parts  70,  71,  75  and  77  are  available  at  MSHA  Coal  Mine  Safety  and  Health 
District  and  Subdistrict  Offices.  For  a  complete  listing  of  these  addresses,  see  the  end  of  this 
table.) 

CFR  Citation 

American  Conference  of  Governmental  Industrial  Hygienists  (ACGIH) 

P.O.  Box  1937,  Cincinnati,  OH  45201 

TLVs:  Threshold  Limit  Values  for  Chemical  Substances  in  Workroom  55.5-1;  56.5-1;  57.5-1 
Air  Adopted  by  ACGIH  for  1973. 

TLVs:  Threshold  Limit  Values  for  Substances  in  Workroom  Air  Adopt-  71.200;  75.301-2 
ed  by  ACGIH  for  1972. 

American  Insurance  Association 
85  John  Street,  New  York,  N.Y,  10038 

National  Building  Code,  1967. 


71.402;  75.1712-3 
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CFR  Citation 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  N.Y.  10018 

ANSI/ASTM  F432-1978  SpeciHcations  for  Roof  Bolting  Materials  in  75.200-7 
Coal  Mines. 

ANSI  K13.1-1973  Identification  of  Air  Purifying  Respirator  Canisters 
and  Cartridges.. 

(Copies  of  the  above  document  are  also  available  for  inspection  at  MSHA  Coal  or  Metal  and 
Nonmetal  Mine  Safety  and  Health  District  and  Subdistrict  Offices.) 

11.93 

ANSI  N13.B-1973  Radiation  Protection  in  Uranium  Mines.- .  57.5-37;  57.5-40; 

57.5- 47 

ANSI  Sl.4-1971  General  Purpose  Sound  Level  Meters . .  55.5-50;  56.5-50; 

57.5- 50;  70.500; 
70.505 

ANSI-ASA  40.8-1955  National  Plumbing  Code .  71.402;  71.602; 

75.1712-3 

ANSI  B57.1-1965  Compressed  Gas  Cylinder  Valve  Outlet  and  Inlet 
Connections.. 

(Copies  of  the  above  document  are  available  at  MSHA  Metal  and  Nonmetal  Mine  Safety 
and  Health  District  and  Subdistrict  Offices.) 

11.80 


ANSI  Mll.1-1960  Specification  for  Use  of  Wire  Rope  for  Mines .............  77.1402-1;  77.1903 

ANSI  Z88.2-1669  Practices  for  Respiratory  Protection .  11.2-1;  11.4;  55.5-6; 

56.5-5;  57.5-5 

American  Society  of  Mechanical  Engineers  (ASME) 

345  East  47th  Street,  New  Yoric,  N.Y.  10017 

ASME  Boiler  and  Pressure  Vessel  Code,  1977;  Sections  I-VIIl.................  55.13-1;  56.13-1; 

67.13- 1 

ASME  Boiler  and  Pressure  Vessel  Code,  1977;  Sections  l-Vll 55.13-30;  56.13-30; 

57.13- 30 

ASME  Boiler  and  Pressure  Vessel  Code,  1971;  Sections  I-Vin 77.411 
ASME  Boiler  and  Pressure  Vessel  Code,  1971;  Section  VII . .  75.1730 


American  Society  for  Testing  Materials  (ASTM) 

Book  of  ASTM  Standards,  1968;  Part  28,  Rubber,  Carbon  Black;  Gas-  75.705-8;  77.704-8 
kets. 

E-84-1968  Surface  Characteristics  of  Building  Materials . .  75.302-3 

E-162-1967  Surface  Flammability  of  Materials  Using  A  Radiant  Heat  75.302-3 
Energy  Source. 

American  Welding  Society  (AWS) 

AWS  Dl.1-1973  Structural  Welding  Code . .  77.403a 

California,  State  of 

California  Administrative  Code:  Title  8 

Article  7 — Logging  and  Sawmill  Safety  Orders  Section  5243 — ^Tractor  55.9-88:  56.9-88; 

Yarding  (Register  69,  No.  10 — 3-8-69).  57.9-88:  77.403a 

Article  10 — Construction  Safety  Orders  Sections  1501(i)  and  1596 —  55.9-88;  56.9-88; 

Haulage  and  Earth  Moving  (Register  70,  No.  40 — 10-3-70).  57.9-88;  <^.403a 

Article  25— General  Industry  Safety  Orders  Section  3650-55 — Industri-  55.9-88;  56.9-88; 
al  Trucks,  Tractors,  Haulage  Vehicles,  and  Earth  Moving  Equipment  57.9-88 
(Register  72,  No.  6-2-5-72). 

Section  2655 — Overhead  Guards  for  High-Lift  Rider  Trucks  (Register  77.403 
72,  No.6— 2-8-72). 


Commerce,  U.S.  Department  of.  National  Bureau  of  Standards 

National  Electrical  Safety  Code,  1961;  Part  2:  Safety  Rules  for  the  55.12-47;  56.12-47; 
Installation  and  Maintenance  of  Electric  Supply  and  Communica-  57.12-47 
tions  Lines;  and  Supplement  2  (1968). 

National  Electrical  Safety  Code.  1971 .  77.807-1 
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SAFETY  AND  HEALTH  ADMINISTRATION.  DEPARTMENT  OF  LABOR— Continued 

Defense,  U.S.  Department  of  CFR  Citation 

Copies  of  military  speciHcations  and  standeirds  incorporated  in  Parts 
11,  28  and  29  are  available  at:  MSHA  Approval  and  Certification 
Center,  Box  20lB.  Industrial  Park  Boulevard,  Triadelphia,  West  Vir¬ 
ginia  26059. 

MIL-F-15160D  Fuses;  Instrument,  Power,  and  Telephone . . .  28.31 

MIL-STD-105D  Sampling  Procedures  and  Tables  for  Inspection  by  11.41;  11.43;  29.41 
Attributes. 

MIL-STD-248  Welding  and  Brazing:  Procedure  and  Performance  77.403a 
Qualification. 

M1L-S1TM14  Sampling  Procedures  and  Tables  for  Inspection  by  Var-  11.41;  11.43;  29.41 
iables  for  Percent  Defective. 

General  Services  Administration  (GSA) 

The  following  document  is  available  at  MSHA  Metal  and  Nonmetal 
Mine  Safety  and  Health  District  and  Subdistrict  Ofiices. 

Federal  Specification  GGG-M-125d-1965  Mask,  Air  Line;  and  Respira-  11.76;  11.99;  11.116; 
tor.  Air  Filtering,  Industrial.  •  11.179 

Institute  of  Electrical  and  Electronics  Engineers,  Inc.  (IEEE) 

IEEE  standard  No.  32 — 1972  Requirements,  Terminology,  and  Test  75.1719-2;  77.801-1; 
Procedures  for  Neutral  Grounding  Devices.  77.901-1 

Interior,  U.S.  Department  of 

Bureau  of  Mines  Instruction  Guide  No.  2 — MSA  W-65  Self  Rescuer  57.18-28 
(1972). 

Bureau  of  Mines  Instruction  Guide  No.  3 — ^Permissible  Drager  810  57.18-28 
Respirator  for  Self-Rescue  (1972). 

Bureau  of  Mines  Instruction  Guide  No.  19 — Mine  Emergency  Training  57.18-28 
(1972). 

Safety  and  Health  Regulations  for  Construction  (1971);  Part  11 — ^Bureau  55.9-88;  56.9-88; 
of  Reclamation  Supplement;  Section  9 — Machinery  and  Mechanized  57.9-88 

Equipment. 

Labor,  U.S.  Department  of.  Mine  Safety  and  Health  Administration 

MSHA  Information  Report  No.  1121 — 1980  Standard  Calibration  and  70.204;  71.204;  90.204 
Maintenance  Procedures  for  Wet  Test  Meters  and-Coal  Mine  Respi¬ 
rable  Dust  Samplers. 


National  Board  of  Boiler  and  Pressure  Vessel  Inspectors 
1055  Crupper  Avenue, 

Columbus,  OH  43229 

National  Board  Inspection  Code,  1979 .  55.13-15;  56.13-15; 

57.13- 15 

National  Board  Inspection  Code,  1979:  Chapter  I-V  and  Appendices .  55.13-30;  56.13-30; 

57.13- 30 

National  Fire  Protection  Association 

National  Electrical  Code,  1968 .  55.12-45;  55.12-48; 


5ai2-15;  56.12-48; 
57.12-45;  57.12-48; 
75.513-1;  75.516-1: 
77.301-1:  77.503-1; 
77.506-1;  77.516; 
77.901 


NFPA  HA — ^1970  High  Expansion  Foam  Systems .  75.1107-16 

NFPA 13 — 1968-1969  Installation  of  Sprinkler  Systems .  75.1101-7 

NFPA  13A — 1971  Care  and  Maintenance  of  Sprinkler  Systems .  75.1107-16 

NFPA  15 — 1969  Water  Spray  Fixed  Systems  for  Fire  Protection ...............  75.1107-16 

NFPA  17 — 1969  Dry  Chemical  Extinguishing  Systems .  75.1107-16 

NFPA  22 — 1971  Water  Tanks  for  Private  Fire  Protection .  75.1107-3;  75.1107-13 

NFPA  30 — 1969  Flammable  and  Combustible  Liquids  Code . —  57.4-4;  77.1103 

NFPA  60 — 1961  Installation  and  Operation  of  Pulverized  Fuel  Systems..  77.301 

NFPA  72A — 1967  Local  Protective  Signaling  Systems .  75.1103-2;  75.1107-4; 

75.1107-16 

NFPA  198 — 1969  Care  of  Fire  Hose .  75.1107-16 

NFPA  252 — 1972  Standard  Method  of  Fire  Tests  of  Door  Assemblies .....  57.2 

Society  of  Automotive  Engineers 

SAE  ]4C — 1955  (1965  cev.)  Motor  Vehicle  Seat  Belt  Assemblies .  55.9-88;  56.9-68; 

57.6-68 

SAE  I140a — 1970  (1973  rev.)  Seat  Belt  Hardware  Test  Procedures ...........  55.9-88;  56.9-88; 

57.9-68 

SAE  1141 — 1976  (1870  rev.)  Seat  Belt  Hardware  Performance  Require-  55.9-68;  56.9-88; 
ments.  67.9-68 
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CFR  Citation 

SAE  1167 — 1974  Protective  Frame  with  Overhead  Protection — ^Test  v  77.403a 
Procedures  and  Performance  Requirements. 

SAE  )231 — 1971  Minimum  Performance  Criteria  for  Falling  Object  77.403 
Protection  Structures  (FOPS). 

SAE  )320a — 1967  (1969  rev.;  1970  editorial  change]  Roll-Over  Protective  55.9-88;  56.9-88; 

Structures  for  Rubber-Tired  Self-Propelled  Scrapers.  57.9-88;  77.403a 

SAE  )320b — 1967  (1972  rev.;  1972  editorial  change]  Roll-Over  Protective  55.9-88;  56.9-88; 

Structures  for  Prime  Movers.  57.9-88 

SAE  1333a — 1968  (1970  rev.)  Operator  Protection  for  Wheel  Type  55.9-88;  56.9-88; 

Agricultural  and  Industrial  Tractors.  57.9-88 

SAE  )334a — 19M  (1970  rev.)  Protective  Frame  Procedure  and  Perform-  55.9-88;  56.9-88; 
ance  Requirements.  57.9-88 

SAE  1386— 1968  Seat  Belts  for  Construction  Equipment .  55.9-88;  56.9-88; 

57.9-88 

SAE  )394 — ^1969  (1970  editorial  change]  Roll-Over  Protective  Structures  55.9-88;  56.9-88; 

for  Rubber-Tired  Front-End  Loaders  and  Rubber-Tired  Dozers.  57.9-88;  77.403a 

SAE  1394a— 1969  (1972  rev.;  1972  editorial  change]  Roll-Over  Protective  55.9-88;  56.9-88; 

Structures  for  Wheeled  Front-End  Loaders  and  Wheeled  dozers.  57.9-88;  77.403a 

SAE  )395— 1969  (1970  editorial  change]  Roll-Over  Protective  Structures  55.9-88;  56.9-88; 

for  Crawler  Tractors  and  Crawler-Type  Loaders.  57.9-88;  77.403a 

SAE  )395a — 1969  (1972  rev.;  1972  editorial  change]  Roll-Over  Protective  55.9-68;  56.9-88; 

Structures  for  Track-Type  Tractors  and  Track-Type  Front-End  Load-  57.9-88;  77.403a 
ers. 

SAE  1396 — 1969  (1970  editorial  change]  Roll-Over  Protective  Structures  55.9-88;  56.9-88; 

for  Motor  Graders.  57.9-88 

SAE  J396a — 1969  (1972  rev.;  1972  editorial  change]  Roll-Over  Protective  55.9-88;  56.9-88; 

Structures  for  Motor  Graders.  57.9-88;  77.403a 

SAE  1397 — 1969  Critical  Zone — Characteristics  and  Dimensions  for  55.9-88;  56.9-88; 

Operators  of  Construction  and  Industrial  Machinery.  57.9-88;  77.403a 

SAE  J397a — ^1969  (1972  rev.;  1973  editorial  change]  Deflection  Limiting  55.9-88;  56.9-88; 

Volume  for  Laboratory  Evaluation  of  Roll-Over  Protective  Structures  57.9-88;  77.403a 
(ROPS]  and  Falling  Object  and  Protective  Structiuus  (FOPS]  of 
Construction  and  Industrial  Vehicles. 

SAE  J429d — 1967  Mechanical  and  Quality  Requirements  for  Externally  77.403a 
Threaded  Fasteners. 

SAE  I429e — 1969  Mechanical  and  Quality  Requirements  for  Externally  77.403a 
Threaded  Fasteners. 

SAE  J429f— 1971  Mechanical  and  Quality  Requirements  for  Externally  77.403a 
Threaded  Fasteners. 

SAE  J429g — 1977  Mechanical  and  Quality  Requirements  for  Externally  77.403a 
Threaded  Fasteners. 

SAE  J995 — 1967  Mechanical  and  Quality  Requirements  for  Steel  Nuts ...  77.403a 
SAE  )995a — ^1969  Mechanical  and  Quality  Requirements  for  Steel  Nuts .  77.403a 
SAE  )995b — 1971  Mechanical  and  Quality  Requirements  for  Steel  Nuts.  77.403a 
SAE  J1040 — 1974  Performance  Criteria  for  Roll-Over  Protective  Struc-  55.9-88;  56.9-88; 
tures  (ROPS]  for  Earth  Moving,  Construction.  Logging,  and  Industrial  57.9-88 
Vehicles. 

Underw-riters  Laboratories,  Inc. 

Copies  of  the  following  document  are  available  at:  MSHA  Approval 
and  Certihcation  Center,  Box  201B,  Industrial  Park  Boulevard,  Tria- 
delphia.  West  Virginia  26059. 

UL-198 — ^1971  UL  Standard  for  Alternating  Current  Fuses . .  28.40 

U.S.  Corps  of  Engineers 

EM-385-1-1  General  Safety  Requirements,  1967  .  55.9-88;  56.9-88; 


57.9-88;  77.403a 


MSHA  District  and  Subdistrict  Office  Addresses 


Coal  Mine  Safety  and  Health 

District  No.  1  Office.  20  North  Peimsylvania  Ave.,  Wilkes-Barre,  PA  18701. 

District  No.  2  Office,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213. 

District  No.  3  Office,  P.O.  Box  886,  Morgantown,  WV  26505. 

District  No.  4  Office,  P.O.  Box  112,  Mount  Hope,  WV  25880. 

District  No.  5  Office.  P.O.  Box  560,  Norton,  VA  24273. 

District  No.  6  Office,  216  High  St.,  Pikeville,  KY  41501. 

District  No.  7  Office,  P.O.  Box  572,  Barbourville,  KY  40906. 

District  No.  8  Office  P.O.  Box  418,  Vincennes,  IN  47591. 

District  No.  9  Office,  P.O.  Box  23567,  Denver,  CO  80225. 

District  No.  10  Office,  P.O.  Box  473,  Madisonville,  KY  42431. 

Monroeville  Subdistrict  Office,  4099  William  Penn  Hgwy.,  Monroeville,  PA  15146. 
Johnstown  Subdistrict  Office,  Sunray  and  Goucher,  Johnstown,  PA  15905. 

Mount  Hope  Subdistrict  Office,  P.O.  Box  112,  Mount  Hope,  WV  25880. 
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30  CFR  CHAPTER  I  (PARTS  11.  28.  29.  65.  96.  57.  70.  71.  75.  77,  AND  90)— MINE 
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Princeton  Subdistrict  Office.  110  Gott  Rd.,  Princeton.  WV  24740.  Cilalion 

Madison  Subdistrict  Office,  P.O.  Box  8,  Madison,  WV  25130. 

Norton  Subdistrict  Office,  P.O.  Box  660,  Norton,  VA  24273. 

Richlands  Subdistrict  Office,  Drawer  AA,  Richlands,  VA  24641. 

Paintsville  Subdistrict  Office,  1568  F.M.  Stafford  St.,  Paintsville,  KY  41240. 

PikevUle  Subdistrict  Office,  218  High  St.,  Pikeville,  KY  41501. 

Barbourville  Subdistrict  Office,  616  Manchester  St.,  Barbourville,  KY  40906. 

Birmingham  Subdistrict  Office,  228  West  Valley  Ave.,  Birmingham,  AL  35209. 

Hazard  Subdistrict  Office,  R.R.  3,  Box  550-F,  Hazard,  KY  41701. 

Benton  Subdistrict  Office,  P.O.  Box  370,  Benton,  IL  62812. 

St.  Clairsville  Subdistrict  Office.  R.D.  6,  St.  Qairsville,  OH  43950. 

Denver  Subdistrict  Office,  P.O.  Box  23567,  Denver,  CO  80225. 

Price  Subdistrict  Office,  Drawer  J,  Price,  UT  84501. 

Madisonville  Subdistrict  Office,  P.O.  Box  473,  Madisonville,  KY  42431. 

McAlester  Subdistrict  Office,  509  S.  Third  St.,  McAlester,  OK  74601. 

Metal  and  Nonmetal  Mine  Safety  and  Healdi 

Northeastern  District  Office,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213. 

Southeastern  District  Office,  228  West  Valley  Ave.,  Birmingham,  AL  35209. 

North  Central  District  Office,  228  Federal  Building,  Duluth,  MN  55802.  ‘  ■ 

South  Central  District  Office,  1100  Commerce  St.,  Rm.  4C50,  Dallas,  TX  75242. 

Rocky  Mountain  District  Office,  Box  25367,  Elenver,  CO  80225. 

Western  District  Office,  620  Central  Ave.,  Bldg.  7,  Alameda,  CA  94501. 

Pittsburgh  Subdistrict  Office,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213. 

Albany  Subdistrict  Office,  P.O.  Box  1894,  Albany,  N.Y.  12201. 

Birmingham  Subdistrict  Office,  228  West  Valley  Ave.,  Birmingham,  AL  35209. 

Knoxville  Subdistrict  Office,  301  West  Cumberland  Ave.,  Rm.  223,  Knoxville,  TN  37902. 
Duluth  Subdistrict  Office,  228  Federal  Building,  Duluth,  MN  55802. 

Vincennes  Subdistrict  Office,  501  Busserson  St.,  Vincennes,  IN  47591. 

Dallas  Subdistrict  Office,  1100  Commerce  St.,  Rm.  4C50,  Dallas  TX  75242. 

Rolla  Subdistrict  Office,  900  Pine  St.,  Rolla,  MO  65401. 

Denver  Subdistrict  Office,  Box  25367,  Denver,  CO  80225. 

Salt  Lake  City  Subdistrict  Office,  2900  Main  St.,  Salt  Lake  City,  UT  84115. 

Mioenix  Subdistrict  Office,  2721  N.  Central  Ave.,  Suite  900, 1%oeaix,  AZ  86004. 

Bellevue  Subdistrict  Office,  117 107th  Ave.,  N.E.,  Rm.  100,  Bellevue,  WA  98004. 

30  CFR  CHAPTER  VD  (PARTS  700,  785,  795,  816,  817,  820)— OFFICE  OF  SURFACE 
MINING,  (DEPARTMENT  OF  THE  ENTERICHI 

CFR  Citation 

American  Association  of  State  Highway  and  Transportation  Officials  (AASHTO) 

444  North  Capitol  Street,  N.W.,  Suite  225,  Washington,  D.C.  20Q01 
AASHTO  T-09,  Standard  Specification  for  Transportation  Materials  816.85;  817.85 
and  Methods  of  Sampling  and  Testing,  Part  n  1978. 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  New  Yoric  10018 
ANSI  Sl.4-1971 — Specification  for  Sound  Level  Meters — 1971 .  816.65;  817.65 

American  Public  Health  Association  (APHA) 

1015 18th  Street,  N.W.,  Washington,  D.C.  20036 
APHA  Standard  Methods  for  the  Examination  of  Water  and  Waste  795.17 
Water,  14th  Ed..  1975. 

American  Society  for  Testing  and  Materials 
1916  Race  Street,  Philadelphia,  Pennsylvania  19103 
D  388-77  Standard  Specification  for  Classification  of  Coals  by  Rank —  700.5 
1977. 

American  Society  of  Civil  Engineers 
345  East  47th  Street,  New  York,  New  York  10017 
The  Journal  of  the  Irrigation  and  Drainage  Division,  American  Society  785.19 
of  Civil  Engineers,  “Crop  Salt  Tolerance-Current  Assessment”  by 
Maas  and  Hoffman — 1977. 

Pennsylvania,  (Commonwealth  of 

Office  of  Surface  Mining,  Central  Office,  U.S.  Department  of  the 
Interior,  South  Interior  Building,  Washington,  D.C.  20240,  and  each 
OSM  Regional,  District,  and  Field  Office 
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30  CFR  CHAPTER  VII  (PARTS  700,  785,  795,  816,  817,  820>— OFFICE  OF  SURFACE 
MINING,  DEPARTMENT  OF  THE  INTERIOR —Continued 

CFR  Citation 


Pennsylvania  Code— Title  25,  Chapters  75,  77,  91,  92,  93,  94,  95,  97,  99.  820.11 
100,  101,  102,  105,  121,  123,  124,  125,  127,  129,  131,  133,  135,  137,  139, 

141, 143,  209,  210,  211,  241,  243  and  401. 

The  Pennsylvania  Administrative  Code  of  1929,  April  9,  1929,  P.L. 

177,  as  amended  through  December  31, 1980,  71  P.S.  Sections  1920-A 
and  1928-A  (Purdons  1980  Supp.) 

The  Pennsylvania  Coal  Refuse  Disposal  Control  Act  September  24, 

1968,  P.L  1040,  No.  318,  as  amended  through  December  31,  1980,  52 
P.S.  Section  30.51  et  seq.  (Purdons  1966, 1980  Supp.) 

The  Pennsylvania  Surface  Mining  Conservation  and  Reclamation 
Act  May  31, 1945,  P.L  1198,  as  amended  through  December  31, 1980, 

52  P.S.  1396.1  et  seq.  (Purdons  1966, 1980  Supp.) 

The  Pennsylvania  Anthracite  Coal  Mine  Act  of  1965,  P.L.  No.  346,  as 
amended  through  December  31,  1980,  52  P.S.  Section  70.101  et  seq. 

(Purdons  1966, 1980  Supp.) 

The  Pennsylvania  Clean  Streams  Law,  as  amended  through  Decem¬ 
ber  31, 1980,  35  P.S.  Section  691.1  et  seq.  (Purdons  1977, 1980  Supp.) 

The  Pennsylvania  Gas  Operations,  Well-Drilling,  Petroleum  and 
Coal  Mining  Act  P.L  756,  November  30,  1955,  as  amended  through 
December  31,  1980,  52  P.S.  Section  2101  et  seq.  (Purdons  1966, 1980 
Supp.) 

Provisions  regulating  the  discharge  of  coal,  culm  or  refuse  into 
streams  under  P.L  640,  June  27, 1913,  as  amended  through  December 
3L  1980,  52  P.S.  Section  631  et  seq.  (Purdons  1966,  1980  Supp.) 

Regulation  of  coal  stripping  under  P.L.  133,  June  18, 1941,  as  amend¬ 
ed  through  December  31, 1980,  52  P.S.  Section  1471  et  seq.  (Purdons 
1966, 1980  Supp.) 

Regulation  of  subsidence  under  P.L  1198,  May  22. 1921,  as  amended 
through  December  31, 1980,  52  P.S.  Section  661  et  seq.  (Purdons  1966, 

1980  Supp.) 

Regulation  of  subsidence  under  P.L  1538,  September  20,  1961,  as 

amended  through  December  31.  I960,  52  P.S.  Section  661et  seq . 

(Purdons  1966, 1980  Supp.) 

The  establishment  of  mine  safety  zones  under  P.L  1994,  December 
22, 1959,  as  amended  through  December  31. 1980,  52  P.S.  Section  3101 
et  seq.  (Purdons  1966, 1980  Supp.)  ^ 

Pennsylvania  Air  Pollution  Control  Act  of  January  8,  I960,  PX.  2119, 
as  amended  through  December  31. 1980,  35  P.S.  Section  4001  et  seq. 

(Purdons  1980) 

Pennsylvania  Solid  Waste  Management  Act,  July  31,  1968,  P.L  788, 
as  amended  through  December  31, 1980,  35  P.S.  Section  691.1  et  seq. 

(Purdons  1980) 

Use  of  Explosives  Act  July  10,  1957,  PX  685,  No.  362,  as  amended 
throu^  December  31, 1980,  73  P.S.  Section  164  et  seq.  (Pardons  1980 
Supp.)  and 

Explosives  Act  July  1, 1936,  P.L  268,  No.  537,  as  amended  through 
De<xmber  31,  1960,  73  P.S.  Section  151  et  seq.  (Purdons  1971,  1980 
Supp.) 

U.S.  Department  of  Agriculture,  Soil  Conservation  Service 
Superintendent  of  Documents,  Government  Printing  Office,  Wash- 
in^on,  D.C  20402 

Agricultural  Handbook  No.  18,  “Soil  Survey  Manual” — ^1951 . .  785.17 

Agricultural  Handbook  No.  438,  “Soil  Taxonomy” — ^1975  .  785.17 

U,S.  Department  of  Agriculture,  Soil  Conservation  Service 
Deputy  Administrator— Technical  Services,  Soil  Conservation  Serv¬ 
ice,  U.S.  Department  of  Agriculture,  Washington,  D.C.  20013 
Soil  Conservation  Service  Practice  Standard  378,  “Ponds" — ^1977-1978..  816.49,  817.49 
Technical  Release  No.  80,  “Earth  Dams  and  Reservoirs" — ^1976.«~.......~.  816.49,  817:49  *■ 


U.S.  Environmental  Protection  Agency,  Office  of  Tedinology  Transfer 
Office  of  Technology  Transfer,  Industrial  Environmental  Research 
Laboratory,  U.S.  Environmental  Protection  Agency,  Cincinnati,  Ohio 
45268 

EPA  Methods  for  Chemical  Analysis  of  Water  and  Wastes,  1979  795.17 

31  CFR  CHAPTER  I— MONETARY  OFnCES,  DEPARTMENT  OF  TREASURY 

CFR  Citation 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  New  York  10018 
ANSI  A117.1— 1980,  Specifications  For  Making  Buildings  and  Facilities  S1.55(KM9) 
Accessible  to,  and  Usable  by  the  Physically  Handicapped. 


•/ 
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31  CFR  CHAPTER  I— MONETARY  OEHCES,  DEPARTMENT  OF  TREASURY— Continued 

CFR  Citation 

(The  following  standard  is  available  from:  The  Engineering  Society 
Library,  345  East  47th  Street,  New  York,  New  York  10017  (212)  644- 
7611  and  Document  Engineering  Company,  15^10  Stagg  Street,  Van 
Nuys,  California  91405,  (213)  782-1010,  873-5366.) 

ANSI  A117.1 — 1961  (1971)  Specibcations  for  Making  Buildings  and  51.55(k)(9) 

Facilities  Accessible  to  and  Usable  by  the  Physically  Handicapped. 


33  CFR  CHAPTER  I—UNITED  STATES  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 

All  the  following  materials  are  also  on  file  at  Coast  Guard  Headquarters,  Room  4407,  Trans 
Point  Building,  2100  Second  Street  S.W.,  Washington,  D.C.  20593. 

CFR  Citation 
33  CFR 


Air  Moving  and  Conditioning  Association  (AMCA) 

30  West  University  Drive,  Arlington  Heights,  IL  60004 
210-74  Laboratory  Methods  of  Testing  Fans  for  Ratings .  183.610 


American  Bureau  of  Shipping 
65  Broadway,  New  York  10006 

Rules  for  Building  and  Classing  Single  Point  Moorings,  1975 . .  150.405;  149.209 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  NY  10018 

ANSI  A12.1 — 1973  Safety  Requirements  for  Floor  and  Wall  Openings,  149.441 


Railings  and  Toeboards. 

ANSI  B16.5 — ^1977  Steel  Pipe  Flanges  and  Flange  Fittings ..........................  154.500;  155.350;  Part 

155,  Appendix 

ANSI  B16.24 — 1971  Brass  or  Bronze  Pipe  Flanges . .  154.500 

ANSI  B16.31 — 1971  Nonferrous  Pipe  Flanges .  154.500;  155.350 


ANSI  B31.3 — 1976  Chemical  Plant  and  Petroleum  Refinery  Piping  (with  154.510 
1978  addenda  B31.4a). 

ANSI  B31.4 — 1974  Liquid  Petroleum  Transportation  Piping  Systems  149.205  - 
(with  1979  addenda  B31.4a). 

ANSI  Z41.1 — 1972  Requirements  for  Men’s  Safety-toe  Footwear..............  150.509 

ANSI  Z87.1 — 1979  Practice  for  Occupational  and  Educational  Eye  and  149.517;  150.509 
Face  Protection. 

ANSI  Z89.1 — 1969  Safety  Requirements  for  Industrial  Head  Protection..  150.509 
American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  PA  19103 


D-471-79  Rubber  Property — Effect  of  Liquids . . .  183.114;  183.516; 

183.607;  183.620 

D-1621-73(1979)  Comprehensive  Properties  of  Rigid  Cellular  Plastics.....  183.516 

D-1622-65(1975)  Apparent  Density  of  Rigid  Cellular  Plastics . .  183.516 

D-2842-69(1975)  Water  Absorption  of  Rigid  Cellular  Plastics ...................  183.114 

E-ll-70(1977)  Wire  Cloth  Sieves  for  Testing  Purposes .  159.125 

Illumination  Engineering  Society 
345  East  47th  Street,  New  York,  NY  10017 

Lighting  Handbook,  5th  Edition,  ^972  p.  3-36 .  149.703 

Institute  of  Electrical  and  Electronic  Engineers,  Inc.  (IEEE) 

345  East  47th  Street,  New  York,  NY  10017 
45-1977  Cable  Construction .  183.435 


Inter-govemmental  Maritime  Consultative  Organization 
IMCO  Sales,  New  York  Nautical  Instrument  and  Service  Corp.,  140 
West  Broadway,  New  York,  NY  10013 

Resolution  A.378(x)  as  amended  by  Assembly  Resolution  A.  428(xi)  of  150.305 
November  15, 1979.  (This  section  replaces  IMCO  Assembly  Resolu¬ 
tion  A.284(viii)  of  November  20, 1973). 

International  Chamber  of  Shipping 
30-32  St.  Mary’s  Axe,  London,  UK  ED3A8ET 

Clean  Seas  Guide  for  Oil  Tankers,  1973 .  157 uS3 

International  Commission  on  Illumination  (CIE) 

Illumination  Engineering  Society,  345  East  47th  Street,  New  York,  NY 
10017 

Standard  Observer  Diagram,  1931  (1964  Suppl.)  in  Lighting  Handbook,  149.727 
5th  edition,  1972  on  pp.  5-3  and  5^. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  MA  02210 
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33  CFR  CHAPTER  I— UNITED  STATES  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION— Continued 

All  the  following  materials  are  also  on  file  at  Coast  Guard  Headquarters,  Room  4407,  Trans 
Point  Building,  2100  Second  Street  S.W.,  Washington,  D.C.  20593. 

CFR  Citation 

NFPA  llA-1976  High  Expansion  Foam  Systems . . .  149.481 

NFPA 12-1977  Carbon  Dioxide  Extinguishing  Systems . .  149.481 

NFPA  12A-1977  Halogenated  Fire  Extinguishing  Agent  Systems  Halon  149.481 
1301. 

NFPA  13-1978  Installation  of  Sprinkler  Systems . . .  149.481 

NFPA  70-1981  National  Electrical  Code,  Articles  310  and  400 . . . -  183.435 

NFPA  72A-1975  Installation,  Maintenance,  and  Use  of  Local  Protective  149.541 
Signalling  Systems. 

NFPA  407-1975  Fueling  at  Rooftop  Heliports,  Chapter  6 . .  149.213 

Naval  Publications  Forms  Center 

Customer  Service — Code  1052,  5801  Tabor  Avenue,  Philadelphia.  PA 
19120 

Federal  SpeciHcation,  ZZ-H-451-1978  Woven  Hose,  Rubber  or  Cam-  149.469 
bric-lined,  with  Couplings. 

Military  Specification,  MIL-C-25050  Color,  Aeronautical  Lights  &  67.30-5(a) 

Lighting  Equipment,  1963(1971]. 

MIL-P-21929B  Plastic  Material.  Cellular  Polyurethane,  Foam-in-Place,  183.505;  183.516 
Rigid,  1970. 

Radio  Technical  Commission  for  Marine  Services  (RCTM) 

P.O.  Box  19087,  Washington,  D.C.  20036 

Paper  12-78/DO-lOO  Minimum  Performance  Standards,  Loran  C  Re-  164.41 
ceiving  Equipment,  1977. 

Society  of  Automotive  Engineers,  Inc.  (SAE) 

400  Commonwealth  Drive,  Warrendale,  PA  15096 


SAE  J30-1977  Fuel  and  Oil  Hoses . .  183.505 

SAE  J37B-1978  Marine  Engine  Wiring . .  183.430 

SAE  1557-1968  High  Tension  Ignition  Cable . .  183.440 

SAE  J1127-1980  Battery  Cable . .  183.430 

SAE  11128-1975  Low  Tension  Primary  Cable . .  183.430 

Underwriters  Laboratories  (UL) 

333  Pfingsten  Road,  Northbrook,  IL  60062 

UL  19-1978(1979)  Woven  Jacketed,  Rubber-lined  Firehose.. . .  149.469 

UL  83-1980  Standard  for  Thermoplastic  Insulated  Wires .  183.435 

UL  1114-1979  Standard  for  Marine  Use,  Flexible  Fuel  Line  Hose .............  183.505 

UL  1128-1977  Marine  Blowers .  183.610 


UL  Hazardous  Location  Equipment  Directory,  May  1979  Portable  Light-  149.539 
ing  Units. 

United  States  Coast  Guard 
2100  Second  SL.  SW.,  Washington.  D.C.  20593 

Guidelines  for  Preparation  of  a  Deepwater  Ports  Operations  Manual,  150.105 
1975. 

33  CFR  CHAPTER  II— CORPS  OF  ENGINEERS,  DEPARTMENT  OF  THE  ARMY 

CFR  Citation 

Institute  of  Electrical  and  Electronic  Engineers,  Inc.  (IEEE) 

IEEE  Service  Center.  445  Hoes  Lane,  Piscataway,  N.J.  08854 

ANSI  C2-1981  National  Electrical  Code.  See  also  NFPA  70  .  222.5 

34  CFR.  SUBTITLE  B,  CHAPTER  II  (PART  104)— OFFICE  OF  CIVIL  RIGHTS, 

DEPARTMENT  OF  EDUCATION 

CFR  Citation 

American  National  Standards  Institute,  Inc. 

1430  Broadway,  New  York,  New  York  10018 

ANSI  A117.1-1961 . .  104.23(c) 

American  National  Standard  Specifications  for  Making  Buildings 
and  Facilities  Accessible  to,  and  Usable  by,  the  Physically  Handi¬ 
capped 
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38  CFR  CHAPTER  I— VETERANS  ADMINISTRATION 

CFR  Citation 

American  National  Standards  Institute 
(This  standard  is  available  at  the  Office  of  Human  Coals,  V'eterans 
Administration,  Room  900,  1425  K  Street,  N.W.,  Washington,  D.C. 

20420.  Mailing  Address:  810  Vermont  Avenue,  N.W„  Washington, 

D.C.  20420) 

ANSI  A117.1-1961(R1971) — American  National  Standard  Specifica-  18.423 
tions  for  Making  Buildings  and  Facilities  Accessible  to,  and  Usable 
by,  the  Wiysically  Handicapped. 

Department  of  Housing  and  Urban  Development 
(This  material  is  available  for  public  inspection  at  Veterans  Admin¬ 
istration  field  installations;  at  Information  Center  Room  1202,  De¬ 
partment  of  Housing  and  Urban  Development,  451  Seventh  Street, 

S.W.,  Washington,  D.C.  20410;  and  at  HUD  Regional,  Area,  and 
Insuring  .Offices] 

HUD  4900.1  Minimum  Property  Standards  for  One-  and  Two-Family  36.4360 
Dwellings,  November,  1980. 

39  CFR  CHAPTER  I— UNITED  STATES  POSTAL  SERVICE 

CFR  Citation 

United  States  Postal  Service 
Washington,  D.C.  20260 

Domestic  Mail  Manual,  October  1. 1980 .  lll.-l 

International  Mail,  Postal  Service  Publication  42,  December  15, 1979 .  10.1 

Postal  Contracting  Manual,  Postal  Service  Publication  41.  M^h  23.  601.100 
1981. 

For  information  on  where  these  materials  are  available  see — 

39  CFR  10.2  Availability  of  Postal  Service  Publication  42,  International  Mail 
39  CFR  111.2  Availability  of  the  Domestic  Mail  Manual 

39  CFR  601.104  Availability  of  Postal  Contracting  Manual 

40  CFR.  CHAPTER  I  (PART  51):  SUBCHAPTER  C— AIR  PROGRAMS— 
ENVIRONMENTAL  PROTECTION  AGENCY 

CFR  Citation 

Environmental  Protection  Agency 
Office  of  Air  Quality  Planning  and  Standards.  Research  Triangle 
Park,  NC  27711 

“Guidelines  for  Determining  Best  Available  Retrofit  Technology  for  51J)3(c) 

Coal-Fired  Power  Plants  and  Other  Existing  Stationary  Facilities". 

(1980),  EPA  450/3-80-0096. 

Copies  may  be  obtained  from:  National  Technical  Information  Service, 

5285  Port  Royal  Road,  Springfield.  VA  22161. 

40  CFR.  CHAPTER  I  (PART  52):  SUBCHAPTER,  C— AIR  PROGRAMS— 
ENVIRONMENTAL  PROTECTION  AGENCY 

Environmental  Protection  Agency 
Office  of  Air  Quality  Planning  and  Standards.  Research  Triangle 
Park,  NC  27711 

CFR  Citation 

State  Implementation  Plans:  Consisting  of  Original  State  Implementa-  52.02(d) 
tion  Plans  for  the  fifty  States  and  the  territories  of  Guam;  Puerto 
Rico,  Virgin  Islands  and  American  Samoa;  Regulatory  and  Non- 
Regulatory  Revisions  to  State  Implementation  Plans  approved  1972- 
{une  1979  (prepared  by  Atlantic  Environmental  Associates.  Inc.);  and 
Individual  State  Implementation  Plan  Revisions  approved  July  1979- 
June  1981,  which  are  identified  below  by  State  and  Date  of  publica¬ 
tion  of  the  Federal  Register  notice.  (Note. — ^The  Director  of  the 
Federal  Register  has  extended  for  30  days  the  1980  approval  of  the 
State  Implementation  Plans  pending  completion  of  review  under  1 
CFR  51.13.). 

Alabama:  Nov.  28. 1979,  June  3.  Aug.  11, 1980.  Oct.  31. 1980.  April  27, 1981 

Alaska:  Dec.  30. 1980.  April  15, 1981 

Arizona;  Dec.  17, 1979,  Aug.  11, 1980,  Oct.  10. 1980 

Arkansas:  Jan.  29, 1980,  Aug.  15, 1980 

California:  July  30,  1979,  Dec.  6, 1979,  April  24,  1980  (2  notices).  May  9,  1980,  May  28, 1960  (2 
actions),  June  3, 1980,  June  4, 1980,  Aug.  11, 1980  (2  notices).  Sept  26, 1960,  Oct.  24, 1980,  Oct 
31,  1980,  Nov.  la  1980.  Dec.  4.  1980,  Jan.  16,  1981,  Jan.  21.  1981,  Jan.  27, 1961,  April  14, 1961. 
May  18, 1981  (2  notices) 

Colorado:  Oct  5, 1979,  July  9, 1980,  July  16, 1980,  Aug.  1,  1980,  Aug.  11,  1980,  March  13, 1981. 
March  19. 1981,  April  3a  1981 
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40  CFR,  CHAPTER  1  (PART  52):  SUBCHAPTER  C— AIR  PROGRAMS— 

ENVIRONMENTAL  PROTECTION  AGENCY -Continued 

CFR  Citation 

Connecticut:  July  30, 1979,  Dec.  23, 1980,  April  27, 1981,  May  14, 1981 
Delaware:  July  30, 1979,  March  6, 1980,  Aug.  1, 1980,  May  15, 1981 
District  of  Columbia:  )an.  4, 1980,  March  3, 1980,  Jan.  30, 1981 

Florida:  Feb.  29, 1980,  March  18, 1980,  Sept.  10, 1980,  Nov.  14, 1980,  Oct.  22, 1980,  Dec.  16, 1980, 
March  17, 1981,  May  14, 1981 

Georgia:  Sept.  18,  1979,  Jan.  3,  1980,  Jan.  24,  1980,  March  20,  1981,  May  5,  1981,  May  22,  1981 
Hawaii:  Aug.  7, 1979 

Idaho:  July  30, 1979,  Oct.  23, 1980,  March  4, 1981 

Illinois:  Dec.  6, 1979,  Jan.  3, 1980,  Feb.  21, 1980,  Sept.  22, 1980,  Oct.  24, 1980,' Jan.  27. 1981,  March 

4. 1981 

Indiana:  Jan.  2, 1981,  May  19, 1981 

Iowa:  March  6, 1980,  March  20, 1981,  April  17, 1981 

Kansas:  April  3, 1981 

Kentucky:  Jan.  25, 1980,  Oct.  31, 1980,  Dec.  24, 1980,  June  15, 1981 
Louisiana:  Feb.  14, 1980 

Maine:  Jan.  30,  1980,  Feb.  19,  1980,  Sept.  9,  1980,  Dec.  9,  1980,  Jan.  5,  1981.  Jan.  22,  1981 
Maryland:  Dec.  6, 1979,  March  18, 1980,  April  17, 1980,  April  25, 1980,  July  3, 1980,  Aug.  12, 1980, 
Aug.  19, 1980,  Sept.  3, 1980,  Sept.  4, 1980,  March  18, 1981 
Massachusetts:  May  21, 1979,  July  18, 1979,  Jan.  10, 1980,  May  28, 1980,  June  17, 1980,  Aug.  12, 

1980,  Sept.  10, 1980  (2  actions).  Sept.  16, 1980,  Dec.  15, 1980,  Jan.  19, 1981,  Jan.  27, 1981,  March 

4. 1981,  March  19, 1981 

Michigan:  May  6,  1980,  June  2,  1980,  Aug.  11,  1980,  Aug.  25, 1980,  Dec.  17, 1980,  Dec.  29, 1980, 
Jan.  27, 1981,  March  4, 1981,  April  17, 1981,  May  1, 1981,  May  14, 1981,  May  22, 1981,  June  5, 
1981 

Minnesota:  Dec.  13, 1979,  June  16, 1980,  March  4, 1981,  April  8, 1981 
Mississippi:  Jan.  10, 1980,  July  10, 1980 

Missouri:  March  18. 1980,  April  9, 1980,  May  9, 1980,  June  16, 1980,  Oct.  31, 1980,  Dec.  24, 1980, 
March  16, 1981,  April  3, 1981,  April  27. 1981,  May  22, 1981,  June  12, 1981 
Montana:  Sept.  6, 1979,  Jan.  10, 1980,  March  4, 1980,  Sept.  23, 1980,  March  3, 1981 
Nebraska:  (none) 

Nevada:  Feb.  4, 1980,  Feb.  6, 1980,  July  10, 1980,  April  14, 1981 

New  Hampshire:  April  11,  1980,  June  23,  1980,  Sept.  9,  1980,  Sept.  22,  1980,  Dec.  18,  1980 
New  Jersey:  March  11, 1980,  April  19, 1980,  May  7, 1980,  Oct.  31, 1980,  April  15, 1981,  April  27, 

1981,  May  12. 1981 

New  Mexico:  April  10, 1980,  Dec.  24, 1980,  March  26, 1981,  June  18, 1981 
New  York:  Feb.  5, 1980,  Mar.  6,  1980,  April  24, 1980,  May  21, 1980,  July  1,  1980,  Nov,  10,  1980, 
Jan.  27, 1981  (2  actions),  March  19, 1981  (2  actions),  April  27, 1981,  May  26, 1981 
North  Carolina:  Jan.  10, 1980,  April  17, 1980,  Aug.  20, 1980,  Sept.  10, 1980,  March  19, 1981,  April 

13. 1981,  April  16. 1981,  May  15, 1981 
North  Dakota:  Nov.  2, 1979,  Aug.  12, 1980 

Ohio:  Oct.  31, 1980  (3  actions),  Nov.  28, 1980,  Jan.  27, 1981,  March  4, 1981,  March  31, 1981,  May 

1. 1981 

Oklahoma:  Feb.  13, 1980,  Nov.  28, 1980,  May  26, 1981 

Oregon:  July  30,  1979,  April  18,  1980,  June  24,  1980,  July  15,  1980,  Jan.  2,  1981,  March  4,  1981 

Pennsylvania:  July  7, 1979,  Aug.  8, 1979,  Dec.  17, 1979,  May  20, 1980,  Aug.  19, 1980 

Rhode  Island:  Jan.  15, 1981,  Jan.  21, 1981,  May  7, 1981 

South  Carolina:  Sept.  21, 1979,  Jan.  29, 1980,  July  7, 1980 

South  Dakota:  July  30, 1979,  Aug.  9, 1979,  Sept.  4, 1980 

Tennessee:  Jan.  10, 1980,  Feb.  6, 1980,  April  24, 1980,  Aug.  13, 1980,  Nov.  17, 1980 

Texas:  Sept.  24, 1979,  Dec.  18, 1979,  March  25, 1980,  Aug.  6, 1980 

Utah:  Feb.  19, 1980,  Sept.  10, 1980,  May  5, 1981 

Vermont:  Jan.  30, 1980,  Feb.  19, 1980,  Sept.  9, 1980,  March  18, 1981 

Virginia:  Dec.  17, 1979,  Jan.  31, 1980,  Aug.  19, 1980,  Oct.  8, 1980  (2  actions),  Dec.  5, 1980,  March 

18. 1981,  April  20, 1981 

Washington:  July  30, 1979,  June  5, 1980,  July  31, 1980,  Dec.  24, 1980,  April  15, 1981 
West  Virginia:  Aug.  14, 1980,  Nov.  10, 1980 

Wisconsin:  Jan.  11, 1980,  April  9, 1981,  April  17, 1981,  May  6, 1981,  June  9, 1981 

Wyoming:  July  2, 1979,  Sept.  6, 1979,  April  27, 1981 

Guam:  March  6, 1980,  May  12, 1981 

Puerto  Rico:  Nov.  3, 1980,  April  27, 1981 

Virgin  Islands:  May  2, 1980,  April  27, 1981 

American  Samoa:  (none) 

Copies  of  the  Plans  listed  above  are  available  at  the  Environmental  Protection  Agency,  Public 
Information  Reference  Unit,  Room  2404,  401  M  Street,  SW,  Washington,  DC  20460  and  at  the 
appropriate  EPA  Regional  Office  as  follows: 

EPA  Region 

1 — Connecticut,  Maine,  Massachusetts,  New  Hampshire,  Rhode  Island,  Vermont — JFK  Federal 
Building,  Boston,  Mass.  02203 
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CFR  Citation 

II —  New  York,  New  Jersey,  Puerto  Rico,  Virgin  Islands — ^Federal  Office  Building,  26  Federal 
Plaza,  New  York,  N.Y.  10007 

III —  Delaware,  District  of  Columbia,  Pennsylvania,  Maryland,  Virginia.  West  Virginia — Curtis 
Building.  6th  and  Walnut  Sts.,  Philadelphia,  Pa.  19106 

IV —  Alabama,  Florida,  Georgia,  Mississippi,  Kentucky,  North  Carolina,  South  Carolina,  Ten¬ 
nessee — 345  Courtland  NE.,  Atlanta,  Ga.  30308 

V —  Illinois,  Indiana,  Michigan.  Minnesota.  Ohio,  Wisconsin — Federal  Building,  230  South 
Dearborn  St,  Chicago.  Ill.  60606 

VI —  Arkansas,  Louisiana,  New  Mexico,  Oklahoma.  Texas — ^Ist  International  Building,  1201 
Elm  Street  D^as,  Texas  75270 

Vn — Iowa,  Kansas,  Missouri.  Nebraska — 1735  Baltimore  Street  Kansas  City,  Mo.  64108 
Vni — Colorado,  Montana,  North  Dakota,  South  Dakota,  Utah,  Wyoming — 916  Lincoln  Towers. 

1860  Lincoln  Street  Denver,  Colo.  80203 

IX —  ^Arizona,  California,  Hawaii,  Nevada,  Guam,  American  Samoa — 215  Fremont  Street  San 
Francisco,  Calif.  94105 

X —  ^Washington,  Oregon,  Idaho.  Alaska — ^1200  6th  Avenue,  Seattle,  Washington  98101 

OAQPS  Guideline  Series,  "Guideline  on  Air  Quality  Modeling"  52.21(m)  ' 

(OAQPS  1.2-080)  (1978). 

Copies  are  available  at  Environmental  Protection  Agency  Library, 

401  M  Street  SW,  Room  2404,  Washington,  DC  20460:  Environmental 
Protection  Agency.  Office  of  Air  Quality  Planning  and  Standards, 

411  Chapel  IM  St,  Durham,  NC  27701 

40  CFR  CHAPTER  (  (PART  62):  SUBCHAPTER  C— AIR  PROGRAMS— 

ENVIRONMENTAL  PROTECTION  AGENCY 

CFR  Citation 

Copies  available  at  Furst  International  Building,  1201  Elm  Street 
Dcdlas,  Texas  75270 

EPA-approved  State  Plans  for  designated  facilities  and  pollutants  62J)2((y 
Approved  plan  for  Louisiana 

40  CFR  CHAPTER  I  ^ART  141):  SUBCHAPTER  D— WATER  PROGRAMS— 

ENVIRONMENTAL  PROTECTION  AGENCY 

CFR  Citation 

American  Society  for  Testing  and  Materials 
1916  Race  Street  Philadelphia.  Pennsylvania  19103 
ASTM  D-2459,  Gamma  Spectrometry  in  Water,  1975 — —  141,2^a)(^ 

ASTM  D-2907.  Micro-quantities  of  Uranium  in  Water  by  Flourometry.  141,25{aX71 
1975, 

Address  code:  b. 

Department  of  Commerce 

National  Bureau  of  Standards,  Washington,  D.C.  20234 
Handbook  No.  69,  Permissible  Body  Burdens  and  Maximum  Permissi-  141.16(b) 
ble  Concentrations  of  Radionuclides  in  Air  or  Water  for  Occupation¬ 
al  B3(posure,  August  1963. 

Address  code:  b. 

Department  of  Energy 

Environmental  Measurements  Laboratory,  376  Hudson  Street  New 
York,  New  York  10014 

HASL  Procedures  Manual  HASL — 300, 1978..‘..„...... _  141.2S(bK2) 

Address  code:  b. 

Environmental  Protection  Agency 
Environmental  Monitoring  &  Support  Laboratory  (EMSL),  25  W.  St. 

Clair  Street,  Cincinnati,  Ohio  45268 

Interim  Radiochemical  Methodology  for  Drinking  Water,  EMSL,  EPA-  141.25(a) 

600/4-75-008. 

Address  code:  b. 

National  Environmental  Research  Center 
Methods  Development  and  Quality  Assurance  Research  Laboratory 
(MDQARL),  Cincinnati,  Ohio  45268 

Methods  for  Chlorinated  Phenoxy  Add  Herbiddes  in  Industrial  Ef-  141.24(f) 
fluents.  MDQARL,  1973. 

Methods  for  Organochlorine  Pestiddes  in  Industrial  Effluents.  141.24(e) 

MDQARL,  1973. 

Address  code:  a. 

Availability  Address  Codes . . . . . . . 

a.  Document  Control  Officer,  Room  E-447,  (MBce  of  Pesticides  and 
Toxic  Substances,  Enviroiunental  Protection  Agency,  401  M  Street. 

S.W..  Washington,  D.C.  20460 
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40  CFR  CHAPTER  I  (PART  141):  SUBCHAPTER  D— WATER  PROGRAMS— 
ENVIRONMENTAL  PROTECTION  AGENCY— Continued 

CPR  Citation 

b.  Office  of  Drinking  Water,  Criteria  and  Standards  Division,  Envi¬ 
ronmental  Protection  Agency,  401  M  Street,  S.W.,  Washington,  D.C, 

20460 

40  CFR,  CHAPTER  I  (PART  180):  SUBCHAPTER  E-4>ESTICIDE  PROGRAMS— 
ENVIRONMENTAL  PROTECTION  AGENCY 
The  fcHowing  is  available  from  the  Document  Control  Officer,  Rm.  E-107,  Ofiice  of  Pesti¬ 
cides  and  Toxic  Substances,  Environmental  Protection  Agency,  401  M  St.,  SW.,  Washington, 
D.C.  20460. 

CFR  Citation 

Williams  &  Wilkinson 
Baltimore,  MD. 

Bergey's  Manual  of  Determinative  Bacteriology,  Eighth  Edition,  1974,  180.1011(a)(1) 
pp.  530-536. 

40  CFR,  CHAPTER  I  (PARTS  410,  415,  420):  SUBCHAPTER  N  EFFLUENT  GUIDELINES 
AND  STANDARDS— ENVIRONMENTAL  PROTECTION  AGENCY 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  Pennsylvania  19103 

CFR  Citation 

ASTM  D2036-72  Standard  Methods  of  Test  for  Cyanides  in  Water,  415.91(c);  420.11(b); 
Method  B,  1972  Annual  Book  of  ASTM  Standards,  page  553.  420.41(b);  420.51(b) 

Availability  address  code:  a. 

Ann  Arbor  Science  Publishers,  Inc. 

P.O.  Box  1425,  Aim  Arbor,  Michigan  48106 

Color  as  Measured  by  the  Modified  Tristimulus  Method.  Proceedings  410.11(d);  410.21(c); 
of  the  28th  Industrial  Waste  Conference,  Purdue  University.  This  410.41(c);  410.51(c); 
publication  is  no  longer  available.  The  same  information  is  con-  410.61(c);  410.71(c) 
tained  in  the  Development  Document  for  Effluent  Limitations  Guide¬ 
lines  for  Textile  Mills  cited  below.. 

Availability  address  code:  See  reference  referred  to  below. 

U.S.  Environmental  Protection  Agency  (WH-552) 

401  M  Street,  S.W.,  Washington,  D.C.  20460 

Color  as  Measured  by  the  Modified  Tristimulus  Method,  Development  410.11(d);  410.21(c); 
Document  for  Effluent  Limitations,  Guidelines  and  New  Source  Per-  410.41(c);  410.51(c); 
formance  Standards  for  the  Textile  Mills  Point  Source  Category,  410.61(c);  410.71(c) 
Appendix  A,  June  1974,  EPA-440/l-74-022-a. 

Availability  address  code:  a  and  b. 

Availability  Address  Codes 

a.  Distribution  Officer,  Effluent  Guidelines  Division  (WH-552),  Envi¬ 
ronmental  Protection  Agency,  401  M  Street,  S.W.,  Washington,  D.C. 

20460 

b.  EPA  Libraries  at  the  following  locations. 

Headquarters,  Environmental  Protection  Agency,  401  M  Street, 

S.W.,  Washington,  D.C.  20460 

EPA  Region  I,  John  F.  Kennedy  Federal  Building,  Room  2203, 

Boston,  Massachusetts  02203 

EPA  Region  11,  26  Federal  Plaza,  Room  900,  New  York,  New  York 
10007 

EPA  Region  III,  6th  and  Walnut  Streets,  Philadelphia,  Pennsylva¬ 
nia  19106 

EPA  Region  IV,  345  Courtland  Street,  N.E.,  Atlanta,  Georgia  30308 
EPA  Region  V,  230  South  Dearborn  Street,  Chicago,  Illinois  60604 
EPA  Region  VI,  First  International  Building,  1201  Elm  Street, 

Dallas,  Texas  75270 

EPA  Region  Vll,  324  East  11th  Street,  Kansas  City,  Missouri  84106 
EPA  Region  Vlll,  1860  Lincoln  Street,  Denver,  Colorado  80295 
EPA  Region  IX,  215  Fremont  Street,  San  Francisco,  California 
94105 

EPA  Region  X,  1200  6th  Avenue,  Seattle,  Washington  98101 

40  CFR  CHAPTER  I  (PARTS  430,  440):  SUBCHAPTER  N— EFFLUENT  GUIDELINES 
AND  STANDARDS— ENVIRONMENTAL  PROTECTION  AGENCY 

National  Council  for  Air  and  Stream  Improvements,  Inc. 

260  Madison  Avenue,  New  York,  New  York  10016 
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40  CFR  CHAPTER  1  (PARTS  430,  440);  SUBCHAPTER  N— EFFLUENT  GUIDEUNES 
AND  STANDARDS— ENVIRONMENTAL  PROTECTION  AGENCY— Continued 


Technical  Bulletin  253,  December  1971. 
Availability  address  code:  a. 


CFR  Citation 
430.11(b);  430.21(b); 
430.31(b);  430.41(b) 


U.S.  Department  of  Energy 

Environmental  Measurements  Laboratory,  376  Hudson  Street,  New 
York,  New  York  10014 

HASL  Procedures  Manual,  HASL-300, 1973.  page  EU-03 . . .  440.82(g) 

Availability  address  code:  b  and  c. 


Availability  Address  Codes 

a.  National  Council  for  Air  and  Stream  Improvements,  Inc.,  260 
Madison  Avenue,  New  York,  New  York  10016 

b.  Health  and  Safety  Research  Division,  Oak  Ridge  National  Labora¬ 
tory,  Oak  Ridge,  Tennessee  37830 

c.  National  Technical  Information  Service,  5285  Port  Royal  Road, 

Springfield,  Virginia  22151 

40  CFR  CHAPTER  I  (PART  761)— SUBCHAPTER  R— TOXIC  SUBSTANCES  CONTROL 

ACT— ENVIRONMENTAL  PROTECTION  AGENCY 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  PA  19103 

ASTM  D93-77  Standard  Test  Method  for  Flash  Point  by  Pensky- 
Martens  Closed  Tester. 

ASTM  D129-64  (Reapproved  1978)  Standard  Test  Method  for  Sulfur  in 
Petroleum  Products  (General  Bomb  Method). 

ASTM  D240 — ^76  Standard  Test  Method  for  Heat  of  Combustion  of 
Liquid  Hydrocarbon  Fuel  by  Bomb  Calorimeter. 

ASTM  D482-74  Standard  Test  Method  for  Ash  from  Petroleiun  Prod¬ 
ucts. 

ASTM  D524-76  Standard  Test  Method  for  Ramsbottom  Carbon  Resi¬ 
due  of  Petroleum  Products. 

ASTM  D808-63  (Reapproved  1976)  Standard  Test  Method  for  Chlorine 
in  New  and  Used  Petroleum  Products  (Bomb  Method). 

ASTM  D923-r75  Standard  Test  Method  for  Sampling  Electrical  Insulat¬ 
ing  Liquids. 

ASTM  D1266-70  (Reapproved  1975)  Standard  Test  Method  for  Sulfur 
in  Petroleum  Products  (Lamp  Method). 

ASTM  D1796-68  (Reapproved  1977)  Standard  Test  Methods  for  Water 
and  Sediment  in  Crude  Oils  and  ^el  Oils  by  Centrifuge. 

ASTM  D2158-65  (Reapproved  1975)  Standard  Test  Method  for  Resi¬ 
dues  in  Liquefied  Petroleum  (LP)  Gas. 

ASHTM  D2709-68  (Reapproved  1977)  Standard  Test  Method  for  Water 
and  Sediment  in  Distillate  Fuel  by  Centrifuge. 

ASTM  D2784-70  (Reapproved  1975)  Standard  Test  Method  for  Sulfur 
in  Liquefied  Petroleum  Gases  (Oxyhydrogen  Burner  or  Lamp). 

ASTM  D3178-73  Standard  Test  Methods  for  Carbon  and  Hydrogen  in 
the  Analysis  Sample  of  Coke  and  Coal. 

ASTM  D3278-73  Standard  Test  Methods  for  Flash  Point  of  Liquid  by 
Setaflash  Closed  Tester. 

ASTM  E258-67  (Reapproved  1977)  Standard  Test  Method  for  Total 
Nitrogen  Inorganic  Material  by  Modified  KJELDAHL  Method. 

41  CFR  CHAPTER  50  (PART  50-204)— PUBUC  CONTRACTS.  DEPARTMENT  OF 

LABOR 

CFR  Citation 

U.S.  Department  of  Agriculture,  Agricultural  Research  Service  (ARS) 

Science  and  Education  Administration,  National  Agricultural  Li¬ 
brary,  Hioto  Duplication  Division,  Beltsville,  Maryland  20705 

Respiratory  Devices  for  Protection  Against  Certain  Pesticides.  ARS-33-76-2  204.1(a)(4) 
(Copies  of  this  standard  are  also  available  for  inspection  and  copying  at  the  addresses 
provided  for  in  the  Department  of  Labor’s  other  submissions  for  41  CFR  Chapter  50) 

The  following  standards  are  available  for  inspection  and  copying  at  the  following  locations: 

Technical  Data  Center.  Frances  Perkins  Department  of  Labor  Building,  Room  N2439,  200 
Constitution  Avenue  N.W.,  Washington,  D.C.  20210. 

Boston  Regional  Office — ^Region  I:  Regional  Administrator,  U.S.  Department  of  Labor— OSHA, 
16-16  North  Street,  1  Dock  Square  Building,  4th  Floor.  Boston,  Massachusetts  02109. 

New  York  Regional  Office — Region  11:  Regional  Administrator,  U.S.  Department  of  Labor  — 
OSHA,  ISIS  Broadway  (1  Astor  Plaza),  Room  3445,  New  York,  New  York  10036. 


761.10(a)(3)(iii)(B)(6); 

761.41(b)(8)(iU) 

761.10(a)(3)(iii)(B)(e) 

761.10(a)(3)(iii)(B)(6) 

761.10(a)(3)(iii)(B)(8) 

761.10(a)(3)(Ui)(B)(6) 

761.10(a)(3)(iu)(B)(6) 

761.10(g)(l)(ii); 

.10(g)(2)(U) 

761.10(a)(3)(iii)(B)(6) 

761.10(a)(3)(iii)(B)(6) 

781.10(a)(3)(iii)(B)(6) 

761.10(a)(3)(iii)(B)(6) 

761.10(aK3)(iii)(B)(6) 

761.10(a)(3)(iii)(B)(6) 

761.41(b)(8)(Ui) 

761.10(a)(3)(iii)(B)(6) 
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41  CFR  CHAPTER  50  (PART  50-204)— PUBLIC  CONTRACTS,  DEPARTMENT  OF 
LABOR — Continued  , 

Philadelphia  Regional  Office — Region  III;  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  Gateway  Building,  Suite  2100,  3535  Market  Street,  Philadelphia,  Pennsylvania  19104. 
Atlanta  Regional  Office — Region  IV:  Regional  Administrator,  U.S.  Department  of  Labor— 
OSHA,  1375  Peachtree  Street,  NE.,  Suite  587,  Atlanta,  Georgia  30309. 

Chicago  Regional  Office — Region  V:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  32nd  Floor,  Room  3263,  230  South  Dearborn  Street,  Chicago,  Illinois  60604. 

Dallas  Regional  Office — Region  VI:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  555  Griffin  Square  Bldg.,  Room  602,  Dallas,  Texas  75202. 

Kansas  City  Regional  Office — Region  VII;  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  911  Walnut  Street  Room  3000,  Kansas  City,  Missouri  64106. 

Denver  Regional  Office — Region  VIII:  Regional  Administrator,  U.S.  Department  of  Labor — 
OSHA,  Federal  Building,  Room  1554, 1961  Stout  Street,  Denver,  Colorado  80294. 

San  Francisco  Regional  Office — Region  IX:  Regional  Administrator,  U.S.  Department  of 
Labor — OSHA,  11349  Federal  Building,  450  Golden  Gate  Avenue,  P.O.  Box  36017,  San 
Francisco,  California  94102. 

Seattle  Regional  Office — Region  X:  Regional  Administrator,  U.S.  Department  of  Labor — OSHA, 
Federal  Office  Bldg.,  Room  6003,  Seattle,  Washington  98174. 

CFR  Citation 

American  Conference  of  Governmental  Industrial  Hygenists 

Threshold  Limit  Values  for  Air-bome  Contaminents  for  1968 .  50-204.50(a)(l) 

American  Welding  Society,  Inc. 

Pamphlet  A-6.0-1965,  Safe  Practices  for  Welding  and  Cutting  Contain-  50-204.72 
ers  that  Have  Held  Combustibles. 

Compressed  Gas  Association,  Inc. 

Pamphlet  C-6-1978,  Standards  for  Visual  Inspection  of  Compressed  50-204.65 
Gas  Cylinders. 

Pamphlet  C-8-1962,  Standard  for  Requalification  of  ICC-3HT  Cylin-  50-204.65 

ders.  _ 

Pamphlet  G-1-1966,  Acetylene .  50-204.66(a) 

Pamphlet  G-1.3-1959,  Acetylene  Transmission  for  Chemical  Synthesis .  50-204.66(b] 

Pamphlet  G-1.4-1966,  Standard  for  Acetylene  Cylinder  Charging  50-204.66(c) 

Plants. 

Pamphlet  G-4-1966,  Oxygen .  50-204.67 

Pamphlet  G-5.1-1961,  Standard  for  Gaseous  Hydrogen  Systems  at  50-204.68 
Consumer  Sites. 

Pamphlet  G-5.2-1966.  Standard  for  Liquefied  Hydrogen  Systems  at  50-204.68 
Consumer  Sites. 

Pamphlet  G-8.1-1964,  Standard  for  the  Installation  of  Nitrous  Oxide  50-204.69 
Systems  at  Consumer  Sites. 

Pamphlet  P-1-1965,  Safe  Handling  of  Compressed  Gases .  50-204.70 

Pamphlet  S-1.1-1963  and  1965  Addenda,  Safety  Release  Device  Stand-  50-204.71 
ards — Cylinders  for  Compressed  Gases. 

Pamphlet  S-1.2-1963,  Safety  Release  Device  Standards — Cargo  and  50-204.71 
Portable  Tanks  for  Compressed  Gases. 

National  Committee  on  Uniform  Traffic  Laws  and  Ordinances 

Uniform  Vehicle  Code-1962  Edition — Chapters  10, 11, 12,  and  14 .  50-204.75 

41  CFR  CHAPTER  60— OFTICE  OF  FEDERAL  CONTRACT  COMPUANCE  PROGRAMS, 
DEPARTMENT  OF  LABOR 

CFR  Citation 

American  Medical  Association 
535  North  Dearborn  Street,  Chicago,  IL  60610 
Guides  to  the  Evaluation  of  Permanent  Impairment — 1971 .  60-741.7(d) 

■  41  CFR  CHAPTER  101— GENERAL  SERVICES  ADMINISTRATION 

CFR  Citation 

General  Services  Administration 
Washington,  DC  20405 

(The  following  publications  are  distributed  in  accordance  with  41  CFR  101-1.104-2  and  are 
available  in  accordance  with  41  CFR  105-60.3.) 

Federal  Travel  Regulations  GSA  Bulletin  FPMR  A-40  as  supplemented  101-7.003(a) 
by  FPMR  Temporary  Regulation  A-11  and  its  Supplements  4, 8, 9, 10, 
and  11,  September  26, 1980. 

Commuted  rate  schedule  for  transportation  of  household  goods  GSA  101-7.003(b) 

Bulletin  FPMR  A-2  thru  Supplement  92,  October  27, 1980. 

|FR  Doc.  81-18694  Piled  6-29-81;  8:45  am) 
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1  CFR 


3 .  33019 

51™ . . . 33980 


3  CFR 


Executive  Orders: 

May  9, 1898 
(Revoked  by 

PL0  5949) . 29939 

February  25, 1919 
(Revoked  in  part 

by  PLO  5959) . 31894 

April  4, 1922 
(Revoked  in  part 

by  PLO  5961) . 31894 

June  13, 1925 
(Revoked  in  part 

by  PLO  5957) . 31893 

February  6, 1926 
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PLO  5948) . 29938 

April  17, 1926 
(Revoked  in  part 

by  PLO  5950)...; . 29939 
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12307  . 30483 

12308  . 30485 
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EO  12296) . 30997 

12310  . 31869 

Proclamations: 

4846 .  29691 

4847. . 30483 


4848 -  31403 

AdmMstrativs  Orders: 

Presidential  Determinations: 

No.  81-8 

Of  June  ^  1981 _ 30797 

No.  81-9 


of  June  2. 1981 _ 29921 

No.  81-10 

of  June  9.  1981 _ 31635 


5CFR 
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213 . 
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_ 30327,  33019 

. . 31405 

92426 

. . 91406 

1200 . 

. 30999 

Proposed  Rules: 

Ch.  1 . 

. 31018 
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. 31637 
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Ch.  1 . 
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Ch.  XXIV . 

. 33528 
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. 33528 
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. 33528 
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. 33528 
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. 33528 

Ch.  XXIX . 

. 33528 

102 . 

. 30620 

201 . 

.30780,  31424 

226....„ . . 

. 32026 

907 . 

. 32030 

921 . 

. 32871 

922 . 

. 32031 

948 . 

. 32031 

989 . 

.30645,  32872 

993 . 

. ..29271 

1002 . 

. 33007 

1006 . 

33529 

1012 . 

. aaspfl 

1013 . 

. 33RP9 

1125 . 

. 31424 

1133 . 

. 31424 

1135 . 

.32873.  32874 

1701 . . . 32033 


8CFR 
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376 . 
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1008 . 
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. 29712 

70 . 

. 29712 
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. 31216 

503 . 

. 31216 
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. 31216 

505 . 

. 31216 

1504 . 

.3.3053 

12  CFR 

Ch.  II . 

. 31406 

204 . 

. 32426 

217 . 

. 32426 

220 . 

. 31250 

265 . 

. 33022 

303 . 

.30079 

523 . 

. 32013 

552 . 

. 30488 

570 . 

. 30079 

701 . 

. 31871 

Proposed  Rules: 

213 . 

. 29245 

220 . 

221 . 

225 . 

. 32033,  32592 

. 32592 

. 32594 
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. 29246 

332 . 

. 31018 

337 . 

. 31018 

526 . 

. . 30113 
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. 30114 

569a . 

. 29246 

615 . 

. - . 32450 

701 . 

..29247,  29482,  31651, 
31654,31660, 32875 

720 . 

. 29248 

13  CFR 

120 . 

. 32430 

124 . 

. 29251 

Proposed  Rules: 

105 . 

. 32259 

124 . 

. 29276,  31899 

14  CFR 

36 . 

. 33454 

39 . 

.29252,  29253,  29924- 

29926,  30332-30334, 30799, 
30800, 31250, 31251, 31873- 
31879, 32228-32230, 32860, 
32862,33217-33228 

71 . 29254-29256,  29927, 
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31252, 32231-32233, 32863, 
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73 . 29256,  30806 
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135 . 

. . 30968,  32863 

150 . 

. . .  33465 

152. 

. . . 30808 

207 . 

. . 31000 

208 _ 

. . /..  31000 

212 . 

. 31000 

221 _ 

92551 

222 

. . . . 32552 

241 _ 

. . . 33022 

291 . 

. - . 32560 

302. 

. .  .31001 

384 . 

. . 32560 

385 . 32560,  32563 

Proposed  Rules: 

Ch.  1 . 30352 

39 . 31268,  31899,  31900, 

32265, 32266,  32875, 33280- 
33282 

47 . 33284 

49 . 33284 

61 . 33284 
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123 . 32409 
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135 . 32409,  32413 

143 . 33284 
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302 .  29718 
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15CFR 

19 . 33238 

50 . 33509 

370  . 29457 

371  . 32431 

374  . 32563 

376  .  31001,  31407,  32563 

377  . 32431 

379 . 32563 

385 . 31407,  33509 

399 . 31407,  32431 

806 .  30336 

908 . 32233 

935  . 32014 

936  .  32014 

Proposed  Rules: 

330  .  29662 

331  . 29662 

332  . 29662 

340  .  29662 

341  . 29662 

342  .  29662 

343  .  29662 

350  .  29662 

351  . 29662 

352  .  29662 

353  .  29662 

354  . 29662 

373 . 30623 

937  . 33530 

16  CFR 

4 . 32435 

13 . 29458,  29928,  30337, 

32233, 32234, 33510 

460 .  29256 

1031. . 29928 

1032 .  29928 

1212 .  29696 

Proposed  Rules: 

Ch.  II . 29951,  30115,  31901 

13 . 30646,  32450 

453 .  31662 

17  CFR 

15  . 29931 

16  .  29931 

17  . 29931 

18  .  29931 

21 . 29931 

230 . 31880 
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287  . 32879 

Proposed  Rules: 

Ch.  1 . 29952 

Ch.  II . 33287 

1 . 33293 

17  . ...33293 

33 . 33293 

270  . 32595 

18  CFR 

141 . 29459 

271  . 29697,  29699,  30489- 

30491, 31253-31256,  32235- 

32238, 33023, 33024 

282 . 33238 

284 . 30491 

292 . 32238,  33025 

375  . 29700 

1301 . 31002 

1309 . 30811 

Proposed  Rules: 

Ch.  1 . 31902 


157 . 30505 

271 . 30833,  32270,  32596, 

32597 

292 . 31663 

375 . 30505 

19  CFR 

101 . 29462,  32436 

103 .  32564 
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152 . 32564 

175 . 32564 

353 . 32864 

Proposed  Rules: 

Ch.  1 . 29953 
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20  CFR 

655 .  32437 
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561 . 30339,  31637 

573 . 30081 
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785 . 

795. _ 

. 31258,  33993 

. 31258 

. 31258,  33993 

. 0.0993 

816.... 

. 33993 

817 . 

. 33993 

820 . 

. 33993 

906 . 

. 33056 

920 .  33056 


931 . . 31638,  33056 


934 . 

. .  33056 

944 . 

. 33056 

948 _ 

.  O.on.06 

950 . 

. 33056 

Proposed  Rules: 

Ch  1 

.  33536 

Ch  II 

. 32885 

221 . 

. 32454 

715 . . 

. 32455 

016 . 

. 32455 

817. . 

. 32455 

31  CFR 

51 . 

.29261,  31409,  33994 

535 . 

. 30340,31630 

32  CFR 

199 . . 

. 29704 

294 . 

. 29705 

295 . 

581 . 

706 . 

Proposed  Rules: 

41 . . . 

. 33245 

. 33518 

. 32023 

. 31663 

298a . 

505  . . 

. 29486 

. .  33057 

33  CFR 

25 . . . 

. 29933 

67 . 

. 33995 

149 . 

. 33995 

150 . 

. 33995 

154 . . 

. 33995 

155 _ _ 

. 33995 

157 . 

.  3.3995 

159 

. 33995 

164 . 

. 33995 

165 . 

. 29933 

183 . 

..32867,  33995 

204 . 

. 29934 

222 . 

.  .33996 

Proposed  Rules: 

82 . 

. 32866 

100 . 

. 29288 

110 . 

. 31278 

117 _  30354,  30834,  32887 

160 

. 30835 

162 . 

. 29954 

402 . . . 

_ _ 30838 

34  CFR 

64 . 

. 33246 

104.„ . 

3.3996 

324 . . 

.31996 

773_._ . 

. 31866 

36  CFR 

13 . 

..31836,  33031 

261 . 

. 33518 

262 . 

. 33518 

Proposed  Rules: 
Ch.  II . 

. 33528 

223 . 

. 33533 

272..„ . 

. 31021 

1190 . 

. 30839 

37  CFR 

201 

33248 

202 . . . 

. 33246 

303 .  .. 

. 32576 

Proposed  Rules: 

201™  .  ..  _ 

„  _  ...30649 

202_  . . 

.  30651 

38  CFR 

3 . 

_ 31011 

17 . 

. . . 33521 

18 _ _ _ 

.3.3997 

21  . 

..29474,  32023 

36 . 

..  . . 33997 

Proposed  Rules: 

Ch.  1 . 

. 31903 

3 . 

. 32038 

21 . 

. 31022 

39  CFR 

10 . 

. 33997 

Ill _ 32578,33249,33997 

601 . 

...30623,  33997 

Proposed  Rules: 
10 . 

. 30505 

40  CFR 

30 . 

. 31259 

35 . . 31642 


40 . 

. . 31259 

51 . 

. 33997 

52. . 29707,  30082.  30496, 

3101 1, 31012, 31258-31261, 
31881, 32440, 33524, 33997 

60 . 

. 29262 

61 

. . . .  29262 

62 

.30496,  .3.3999 

81 _ 

.31013,  31886.32582, 
33031,33269,33524 

06. . 

.30497,  31411,  32868 

122 . 

. . . 29708,  30624 

123 

. . 29935 

141 _ 

. . 33999 

162 . 

.  29708 

180 _  30342,  30499,  30624, 

31014,  31015,  31642, 32441, 
32442,  33269, 34000 

228 . 

. 31412,  31413 

260 . 

. 29706 

261  . . 

. 29708 

264 . 

. 29708,  30624 

265 . 

.  29708,  30624,  33502 

410. 

. 34000 

413 . 

. 306P5 

415 . 

. 34000 

420. _ 

. 34000 

430 . 

.  . 34000 

440 . 

. .  34000 

761 . 32860,  34001 

Proposed  Rules: 

52. _ 29289,  29488,  30116, 

30355-30366, 30653-30655, 
31023, 31024, 31446, 31675, 
31903, 32036, 32271, 32456, 
33058,33333-33336 


60 . 

. 29955,  31904 

61 

. .3P5.99 

6P 

31026 

81...... . 

..29281,30368,30655, 

31027, 32272, 33059 

86 . 

31677 

123 _ 

...29292,  31028,  31J79 

180 . 

.30506,  30662.  31279, 

32038, 32273, 32457, 33060 

192 . 

. . . 32458 

ena 

. 30663 

420- . 

. 32274 

430 _ 

. 31  OPR 

431 

. 91028 

761 _ 

_ 32887 

773~._ . - . 30300 


41  CFR 


Ch.  L . 

. 33270 

7-l_  . 

. 31566,  31886 

7-3.™ . 

. 31886 

7-6.™ . 

. 31886 

7-7„ . . 

. 31886 

7-10.™ . 

. 31886 

7-15...- . 

. 31886 

7-30 

. 31886 

0-4  . . 

. 33032 

8-14. _ 

. . 31262 

0-74 _  ' 

. 31262 

Ch.  12. _ 

. . 30816 

15-1 . 29709 

15-3 . 31643 

Ch.  18  (Parts  1,  2, 

3.  8,  20,  App.  M) . 32443 

Ch.  18  (Parts  1,  3, 

4,  13.  21) . 32444 

50-204 . 34001 


51-1.-. . 

. 33032 

51-2 . 

. 33032 

iv 
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51-3 . 33032 

51-4 . 30084,  33032 

51-5 . 30084,  33032 

60-1 . 33033 

60-2 . 33033 

60-4 . 33033 

60-20 . 33033 

60-30 . 33033 

60-50 . 33033 

60-60 .  33033 

60-250 . 33033 

60-471 . 33033 

60-741 . 34002 

Ch.  101 . 31890,  31891 

101-7 . 34002 

Proposed  Rules: 

Ch.  1 . 30369 

Ch.  4 . 33528 

Ch.  29 . 33536 

Ch.  50 .  33536 

Ch.  60 . 33536 

1-4 .  30369 

101-11 . 30369 

101-37 . 30369 

104-4 . 29955 

43CFR 

5420 .  29262 

Public  Land  Orders: 

1281 (Revoked 

by  5883) . 29263 

1933  (Revoked 

by  5956) . 31892 

5169  (AmerKled  by 
PLO  5396 

and  5951) . 29937 

5179  (Amended  by 
PLO  5250 

and  5951) . 29937 

5180  (Amended  by 
PLO  5418 

and  5951) . 29937 

5250  (Amended  by 

PLO  5951) . 29937 

5396  (Amended  by 

PLO  5951) . 29937 

5418  (Amended  by 
PLO  5951) . 29937 

5865  .  30500 

5866  .  30500 

5867  .  32240 

5883 .  29263 

5904 . 33275 

5943  .  29710 

5944  . 29710 

5945  . 29939 

5946... . 29939 

5947  . 29938 

5948  .  29938 

5949  .  29939 

5950  .  29939 

5951  . 29937 

5952  .  30086 

5953  . 30817 

5954  . 31892 

5955  . 31892 

5956  .  31892 

5957  . 31893 

5958  . .: . 31893 

5959  . 31894 

5960  .  31894 

5961  . . . 31894 

5962  .  31895 

Proposed  Rules: 

35 .  29955 


230 . 32459 

44  CFR 

1 . 32583 

64  . 29940,  29942,  30626, 

31643, 32240,  32241, 33275 

65  . 32243,  32247 

67 . 30500,  30628,  31263, 

31645,31646 

205 . 32587 

Proposed  Rules: 

55 . 29292 

61 . 29292 

67 . 29729-29732,  29956, 

30116, 30124, 30507, 30663, 
30665,  31281-31285, 31680, 
31686, 31692, 32275, 33060- 


33062,  33337 

300  .  29264 

45  CFR 

3 . 30343 

46  . 29883 

74 . 30500 

235 .  29264 

Proposed  Rules: 

71 . 29732 

301  . 30372 

304 .  29964 

1300 .  31029 

46  CFR 

Proposed  Rules: 

160 .  33341 

310 .  30507 

502 .  30666 

510 . 32279 

524 . 32460 

547 .  30667 

47  CFR 

1  . 30818 

2  . ; . 31414,  31415 

22 . 31417 

61 . 29264,  30818 

63  . 31418 

64  .  29474,  32039 

73  . 30086-30091,  30343, 

30344, 31264, 31265, 31421, 
31422, 31895, 32039, 32868, 

33033-33037 

74  . 31265 

81 . 31015 

83 . 31015 

90 .  31422,  31647,  32039 

95 . 32039,  32416 

97 . 31415 

Proposed  Rules: 

Ch.  1 . 30516,  30668,  31286, 

33533 

2 .  30124,  31290,  31693, 

32280 

21  . 32280 

22  .  31292 

23  . 30124 

31 . 30150,  30152 

63 .  31693 

67 . 32281 

73 .  29488,  30153,  30154, 

30372, 30516-30518, 31029, 
31290, 31695, 31909, 32887 

87 .  32280 

90 .  32280 

94 .  30124 

97 . 32888 


48  CFR 

Proposed  Rules: 


4 . 32600 

8 . 32600 

47 . 32600 

49  CFR 

1 . 29269 

172 . 29392,  32250 

387 . 30974 

531 . 29944 

571 . 32251,  32254 

575 . 29269 

613 . 33513 

Ch.  X . 30092 

1000 .  30502 

1003 .  31016,  33277 

1011 . 32449 

1033 . 29480,  30502,  30632, 

32588 

1039 . 32025,  32257 

1043 . 33277 

1056 . 29711,  29945 

1090 . 32257 

1100 . 30832 

1137 . 30832 

1300 . 32257 

Proposed  Rules: 

171  . 29967 

172  . 29968,  29973 


•  r  . . £997^, 

31294 

175 . 29968 

178 . 29973 

192 .  32287 

195 .  32287 

212  . 32888 

213  . 32898 

571 . 31294,  32899 

1004 .  30668,  32460 

1047  . 30668 

1048  . 31450 

1057 . 32460 

1127 . 30156 

1201 . 30839,  32289 

1241 . 30839 

1248 .  30839 

50  CFR 

17 . 29481,  33278 

36 . 31818 

91 . 30633 

219 . 31648 

301 . 30345 

371 . 32868 

611 . 33038 

651 . 30348 

661 . 29733,  30633 

672 . 33038 

674 . 33041 

Proposed  Rules; 

17 . 29490,  33063 

20 .  31030 

23 . 33534 

651 . 33350 

653 . 30674 

682 .  30674 
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AGENCY  PUBUCAHON  ON  ASSIGNED  DAYS  OF  THE  WEEK 

TTie  foHowtng  agencies  have  agreed  to  publish  all 
documents  on  two  assigned  days  of  the  week 
(Morxlay /Thursday  or  Tuesday/Friday). 

This  is  a  voluntary  program.  (See  OFR  NOTICE 

41  FR  32914,  August  6.  1976.) 

Monday  Tuesday 

Wednesday 

Thursday 

Friday 

DOT/SECRETARY  USDA/ASCS 

DOT/SECRETARY 

USDA/ASCS 

DOT/COAST  GUARD  USDA/FNS 

DOT/COAST  GUARD 

USDA/FNS 

DOT/FAA  USDA/FSQS 

DOT/FAA 

USDA/FSQS 

DOT/FHWA  -  USDA/REA 

DOT/FHWA 

USDA/REA 

DOT/FRA  MSPB/OPM 

DOT/FRA 

MSPB/OPM 

DOT/NHTSA  LABOR 

DOT/NHTSA 

LABOR 

EX)T/RSPA  HHS/FDA 

DOT/RSPA 

HHS/FDA 

DOT/SLSDC 

DOT/SLSDC 

DOT/UMTA 

DOT/UMTA 

CSA 

CSA 

Documents  normally  scheduled  for  publication  on  a  day  that 
wiH  be  a  Federal  holiday  will  be  published  the  next  work 
day  following  the  holiday. 

Comments  on  this  program  are  still  invited. 

Comments  should  be  submitted  to  the 

Day-of-the-Week  Program  Coordinator, 

Office  of  the  Federal  Register, 

National  Archives  and  Records  Service, 

'  General  Services  Administration, 

Washington,  D.C.  20408. 

List  of  Public  Laws 

Note:  No  public  bills  which  have  become  law  were  received  by  the 
OfHce  of  the  Federal  Register  for  inclusion  in  today’s  List  of  Public  ■ 
Laws. 

Last  Listing  June  26, 1981 
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